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CONVERTING THE ARC-5 AND BC-454 SERIES 
RECEIVERS FOR OPERATION ON 10 METERS 


The ARC-5 and BC-454 "Command Set" series receivers may be converted into 
10-meter receivers that are hard to beat. They are especially well adapted for 
mobile use. One of these receivers can be used in conjunction with the ARC-5 
transmitter on 10 meters, as described elsewhere in this manual, to make up a 
very economical mobile installation. 


(a) General Description: 


The receivers are very compact, light, and completely enclosed in an aluminum 
case. The basic circuit is that of a 6-tube superhet designed to obtain its "B" volt- 
age from a 28-volt dynamotor normally clipped onto the rear of the chassis. (For 
additional data and other uses for these units, see Volume I of this manual.) 

All units of the series are nearly identical with the exception of frequency cov- 
erage and intermediate frequencies, which are given in the following chart: 


Navy Army Freq. Coverage IF Freq. 
BC-453 190-550 ke. 85 ke. 
BC-946B 520-1500 kc. 239 ke. 

R26/ARC5 BC-454 3-6 Mc, 1415 ke. 

R27/ARC5 BC-455 6-9 Mc. 2830 ke, 


The first two receivers listed are not recommended for 10-meter operation due 
to the low intermediate frequency. 

The following instructions are applicable to all models. However, if the ARC-5 
series is used special attention should be paid to the following points. The ARC-5 
receivers differ from the BC-454 series in that they use a 12SF7 tube at V6 as the 
second IF and AVC, whereas the command sets use a 12SK7 as second IF and the 
AVC is taken from the 12SR7 stage. This causes some change in the audio circuit 
components, due to the different AVC circuits. A diagram (Fig. 3) is given of the 
ARC-5 after conversion, 


(bo) Filament Circuit Changes: 


As the filaments were originally wired for 28-volt operation (in series parallel) 
it will be necessary to rewire them for 6-volt operation by placing all tubes in 
parallel with one side common to ground. The hot filament lead may be brought out 
on pin 6 of the rear plug. (Wires on this pin were part of the original filament cir- 
cuit and may be removed.) A1l extra filament wiring as used in the original 28-volt 
system should be removed, along with the filament choke L-14. 

The present 12-volt tubes should be replaced with their 6-volt equivalents as 
follows: 


Original Replacement 
12SK7 6SK7 

12K8 6K8 

12SR7 6SR7 or 6SQ7 
12A6 6K6, 6V6 or 6F6 
ARC-5 Only-12SF7 6SF7 


No changes in wiring are necessary when substituting 6-volt tubes. 
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(c) Removal of Present CW Oscillator Stage: 


It is assumed that the CW oscillator will not be desired on 10 meters. Since 
this stage can be made into an additional stage of audio, all wires to terminals 6 and 
2 of the 12SR7 tube and all wires to terminal 5 of the 12A6 should be removed. This 
operation causes the following component parts to be useless. Hence they may be 
removed. R14, C26, 112, L13, C27, C28, R15, R18, R19, R20, R16, R17, C29. It 
will be necessary to refer to the original circuit (pages 8-9) to locate and remove 
these parts. Once again some confusion may arise if the ARC-5 is being converted, 
so be careful to remove only the parts associated with the CW oscillator circuit. 


(d) Addition of First Audio Stage: 


The operation just accomplished causes the triode section of the 12SR7 tube to 
be free for use aS a Stage of resistance-coupled amplification. Refer to the circuit 
of Fig. 2 if the BC-454 series is used and to Fig. 3 if the ARC-5 is used. 

The audio volume control included in the revision is mounted on the front panel 
in place of the original adapter plug, from which all wiring can be removed. How- 
ever, the wire labeled "Gain Control Line" on the circuit diagram normally went 
through an external 50,000-ohm pot to ground for control of RF gain. In thiscon- 
version it is to be grounded directly to the chassis at some convenient point, allow- 
ing the RF gain to run wide open. 

It will be noted that a 1N34 crystal-diode noise limiter is included in the circuit. 
This limiter is especially advisable if the receiver is to be used in an automobile. 
The noise-silencer switch is mounted in place of C5. (C5 may be used in the plate 
circuit of V7 after conversion.) 

The present output transformer should be replaced, as the original one was de- 
signed to match headphones and will not match the ordinary PM speaker. A small 
universal matching transformer to couple the chosen output tube to a PM speaker 
should be installed. 


(e) Antenna Post Modification: 


It is advisable to remove the present antenna post and to replace it with a 
standard bayonet receptacle as used on most auto radios, For convenience, it is 
suggested that this receptacle be installed on the side of the receiver instead of on 
the front. 


Note: The above modifications will allow operation on the original frequency of the 
unit merely by applying heater and plate voltage; however, for 10-meter op- 
eration the RF section must be modified further as follows: 


(f{) RF Components: 


Remove the plug-in RF assembly consisting of the 3 coils enclosed in the metal 
shield cans. Work on one coil at atime. It will be necessary to remove the metal 
slug in each coil to facilitate rewinding. The slug is replaced when rewinding is 
finished. 


L1 (Ant coil) Remove the existing winding and rewind with 6 turns of No, 18 enam- 
eled wire, space wound the full length of the coil form. 


L2 (Honeycomb mixer coil) Remove the existing honey-comb coil with the excep- 
tion of the last layer. This willleave approximately 9turns for L2. This should 
be interwound with L3 after L3 has been rewound as in the next step. (Added 
sensitivity will be gained by interwinding the coils.) 
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L3 (On same form as L2) Remove the existing winding and rewind with 5 turns of 
No, 18 enameled wire, space wound the full length of the coil form. (Now inter- 
wind L2 with L3.) 


L4 (Osc coil - small winding) No alteration necessary. 


L5 (Osc coil - on Same form as L4) Remove the existing winding and rewind with 
5 turns of No. 18 enameled wire close spaced. L5 should be between 1/8" and 
3/16" from L4. 


In order to provide sufficient spread of the 10-meter band, it is necessary to 
reduce the capacitance of each section of the tuning condenser, This is accom- 
plished by pulling off all rotor plates with the exception of the slotted one at the end 
of each section. This can be done with a pair of long nosed pliers without removing 
the condenser. Using a single plate in each section of the condenser, the band 
spread should be about 27 to 30 Mcs on the calibrated dial. The original dial plate 
should be removed by loosening the retaining nut, and replaced with a round piece of 
lucite or metal on which the 10-meter calibration may be marked. 

If not already provided, holes should be drilled in the RF section shield to ex- 
pose the trimmer condensers with the shield in place. Otherwise, the added capaci- 
tance of the shield would detune the circuits. 

At this point the receiver is capable of operation providing power is applied. 
(See following section on power supplies.) The alignment is quite simple. The re- 
ceiver should operate smoothly over the band. If it does not oscillate, reverse the 
connections to the oscillator coil winding. If the receiver is sensitive only in spots 
instead of over the entire range, take a turn at a time off the oscillator coil or coils 
until the receiver tracks. (The oscillator must be tuned above the incoming fre- 
quency to obtain proper tracking.) Normally the oscillator can be made to track 
properly by adjustment of the oscillator trimmer, but sometimes a turn or so must 
be taken off the coil to increase its frequency. 

If the RF trimmer appears to have no effect, take a turn at a time from the 
center coil (small wire) until the trimmer gives a definite peak in output. 

The oscillator padder should be adjusted for maximum output while the tuning 
dial is rocked back and forth. The oscillator trimmer may be used to move the 10- 
meter band into the limits of the dial desired. 

The 2-meg. grid resistor of V3 should be detached from the AVC circuit and 
grounded to give a better signal/noise ratio. 


(g) Power Supplies: 


A simple power supply circuit for use with the receiver is shown in Fig. 4. A 
vibrator supply can be used if mobile operation is desired. Also, for mobile opera- 
tion the voltages can be taken from the existing broadcast receiver thus eliminating 
the need for an extra supply. In this case it is necessary to place a switch in the 
broadcast receiver to remove its load from the power supply when the 10 meter re- 
ceiver is being used. 


(h) Rack Mounting: 


For mobile installations, the FT220A rack may be used to mount the receiver, 
making it an easy matter to take out and repair the set. This rack was designed to 
take 3 receivers so it will be necessary to saw off one and rewire it to suit the plug 
connections used on the receiver. The switch on the front of the rack may be used 
for a standby switch and the fuse block on the rear will be handy for a battery lead 
fuse. 
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BC-946-B RECEIVER (Before Conversion) 


Typical of Command Set Type Receivers 
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APS-13 TRANSMITTER/RECEIVER FOR 420-MC. OPERATION 


The AN/APS-13 Transmitter/Receiver is a low-powered airborne radar unit, 
designed and used as a warning device for rear approaching enemy aircraft. It was 
commonly referred to as the "Tail-End Charlie" and operated audible indicators 
when rear approaching aircraft were within operating range of the unit. 

The unit is completely enclosed and weighs approximately 12-1/2 pounds, It 
operated from 28 volts DC, requiring 3.25 amperes, witha self-contained dynamotor 
supplying the "B" voltage. 

Since the APS-13 is designed to operate in the 420-Mc. range, no major revamp- 
ing of the tuned circuits in the transmitter and receiver sections is required for 
amateur use. However, the pulse modulator and other components for the radar 
functions are not used and therefore are modified or removed from the unit. 


(a) Description: 


Two 6J6's operating in parallel push-pull as a self-excited oscillator form the 
transmitter section of the APS-13. Tuning of the transmitter is accomplished by a 
screwdriver control on the front panel which slides a shorting bar along the 1/4- 
wave plate line. The antenna circuit is coupled to the 1/4-wave line by means of a 
“hair pin" pick-up loop which is variable by screwdriver adjustment. Coupling of the 
antenna circuit is also controlled by the variable antenna loading condenser, C-159, 

The receiver section consists of the front-end section (6J6 oscillator and 6J6 
mixer), 30-Mc. IF, detector and video. The video output controls audible and visual 
indicators through the two 2D21 thyratrons and associated relay circuits. 

Tuning of the receiver "front-end" is accomplished by screwdriver adjustments 
from the front panel. The tuning arrangement consists of a shorting bar on the 
oscillator line and mechanical rotation of condenser plates on the mixer line. 

Converted for amateur use, the APS-13 includes the original receiver "front- 
end" and IF section with an added audio section for AM reception, The audio section 
also serves asa plate modulator for the transmitter. A conventional AC power sup- 
ply is also included in the modified version, 


(b) Removal of Parts: 


For AM operation it is obvious that the pulse modulator must be replaced and 
the receiver modified for audio reception. This eliminates the pulse forming net- 
works and other associated components used for radar operation as listed below: 

Dynamotor D-101 

Relay K-101, with terminal board and associated parts. 

RF Transformers -T-108, T-109, T-110, T-111, T-112, T-113, T-114, T-115, 

& T-116 

Condensers C-157, C-158 (A & B) 

Coil L-111 

Tubes & Sockets V-110, V-111, V-114, V-115, V-116, & V-117, with all 

small immediately associated parts. 

Terminal Boards E-116 (on back of front panel), with associated parts. 

E-103 (associated with V-109; leave tube and socket). 

Plug J-101 (on front panel). 

Cover Plate (on front panel) with associated C-115, C-209, L-153, & L-154 

Coax Line (on front panel) temporarily removed 

Receiver front-end section 7 z 


Transmitter section n 0 
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Removal of the above components leaves primarily only the IF section. Tem- 
porary removal ofthetransmitter and receiver front-end sections becomes apparent 
in the following mechanical modifications, 


(c) Addition of Components and Controls: 


From Fig. 1, it is apparent that the center section of the chassis is cut out with 
a hacksaw and replaced with a new solid section of sheet dural or aluminum. This 
operation permits better mounting of the added components and improves the ap- 
pearance of the completed unit. Dimensions of the removed section and new section 
are given in Fig. 1. 

Before replacing the new chassis section, drilling and cutting of mounting holes 
for the major added components should be done. The location of these components, 
power supply and so forth, is not critical and canbe determined approximately from 
the photos. 

The following controls and components are located on the front panel: 


AF Gain Control (in former position of "Regulation Control") 

RF Gain Control (provided with shaft extension for control knob) 

Speaker Plug (4 prong socket in former position of J-101) 

Microphone Jack (to correspond to microphone used, T-17, etc.) 

Transmit-Receive Switch (4 pole, 2 position) 

Coax Mounting Bracket (remounted to clear receiver controls as shown in 
photographs) 

Receiver Oscillator Tuning Control (adapted for knob) 


(d) Receiver Front-End Section: 


Before replacing the receiver front-end section, the removal of several parts 
and reconnection of the heaters is necessary. Parts to be removed include C-143, 
C-144 and C-145 feed-through type condensers with terminal board E-119 and all 
immediately associated parts located on the side adjacent to the oscillator tuning 
line, The yellow lead to the cathode of V-101 is also removed. 

The heater circuit for this section is reconnected for 6-volt operation as shown 
in the converted schematic diagram, Fig. 5. It should be noted that all the RFC's 
are used, 

To facilitate receiver operation, the existing screwdriver oscillator tuning 
should be modified for a knob control. This is easily accomplished by using a 
standard 1/4" shaft extension as shown in Fig. 2. If desired, this same treatment 
may be used for the screwdriver mixer tuning control. 

After the receiver front-end section is replaced in its original position on the 
chassis, it is reconnected as shown in Fig, 5. 


(e) Receiver IF Section: 


From the converted schematic diagram, Fig. 5, it is apparent that the five 30 
Mc. IF stages are left intact and that only slight circuit changes are made, These 
primarily involve the voltage supply circuits and the RF gain control. 

To obtain correct voltages for the screen grid buss and the plates of the IF 
amplifier stages, dropping resistors are used with by-pass condensers for ample 
decoupling. If sufficient decoupling is not used, "motorboating" may occur through 
the power supply from the AF section, 

The new RF gain control varies the screen voltage on the first IF stage. The 
former RF gain control (cathode circuit of fifth IF amplifier) is removed with the 
cathode resistor, R-132, being run directly to ground. 
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Unfortunately in most cases, the upper slug adjusting screws of the IF trans- 
formers were clipped off at their stagger-tuned settings. This practically elim- 
inates realignment of the stages in order to narrow the existing pass band. How- 
ever, this is not too objectionable since there is ample gain available. Also, a 
relatively wide pass band is desirable to compensate for frequency instability of the 
modulated self-excited oscillators commonly used in the u.h.f. bands. 

It should be noted that slight retuning can be accomplished by careful adjust- 
ment of the primary slugs (lower ones), Peaking on noise is satisfactory. 


(f{) Audio Section: 


The added audio section consists of 3 stages: the plate detector (6AG5), first 
audio amplifier (6AG5), and the second audio power amplifier (6V6). This circuit is 
of conventional design utilizing as many of the original parts as possible. It should 
be noted that the microphone circuit derives its excitation voltage from the cathode 
resistor of the 6V6 stage. 

The output transformer is of the conventional push-pull to voice-coil type which 
utilizes half of the primary winding as a secondary for modulating the transmitter, 
With the '"T-R' switch in the transmit position, the speaker voice coil (secondary) 
circuit is opened, giving a 1:1 impedance ratio to the plates of the transmitter os- 
cillator. 

It should be noted that the "T-R' switch disables the receiver section by remov- 
ing the plate voltage from the IF section during the transmit period. In the transmit 
position, the mike transformer secondary is switched intothe grid circuit of the first 
audio amplifier. Also the oscillator becomes active when its cathode circuit is 
completed by the '"T-R' switch in the transmit position. 


(g) Transmitter Section: 


The transmitter section remains virtually unchanged with exception of the re- 
moval of R-155 and R-156, As in the receiver section, the heater circuits are re- 
connected for 6-volt operation with all the RFC's used. After the transmitter is 
replaced on the chassis in its former position, it is reconnected as shown in Fig. 5. 


(h) Power Supply: 


Power requirements for the converted APS-13 are 6.3 volts at 4.3 amperes for 
the heater circuit, and 300 volts DC at approximately 80 ma, for the plate supply. 

The power supply shown in Fig. 5 is adequate for the above requirements and 
can be conveniently placed on the new chassis section as shown in the photographs, 
The AC power switch may be located at the AF gain control or separately on the 
front panel as desired. 


(i) Adjustments and Operation: 


Before attempting adjustment of the receiver and transmitter, all voltages 
should be checked, Readings should approximate the values shown on the converted 
schematic diagram. 

If the AF and IF sections are functioning, the oscillator "hiss" (noise) should be 
heard at the speaker output with its level being varied by both the AF and RF gain 
controls, 

With the oscillator tuning set at its approximate mid-position, the mixer can be 
tuned through resonance with an obvious increase in noise level at the resonant 
point. Mixer resonance should occur near the open position of its condenser plates. 
If it is not near this point, the tuning range ofthe mixer can be shifted by moving the 
shorting bar on the mixer line, Generally this adjustment is not necessary. 
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Further adjustment of the receiver tuning must be done with an external signal 
or ignition noise. 

In coupling the receiver input to the antenna, adjustment of padder condenser, 
C-119 (labeled "B" on panel) and the "hair-pin" coupling loop is necessary. Adjust- 
ment of the padder condenser, C-119, is critical for optimum performance. 

If the self-excited transmitter is oscillating ("T-R" switch in transmit position), 
its grid voltage will be approximately -22 volts. This reading is obtained when the 
oscillator is not loaded. 

Loading ofthe transmitter is adjusted by C-159 and the "hair-pin" coupling loop. 
Under loaded conditions, the plate current of the oscillator should not exceed 50 ma. 
Normal readings willbe around 45 ma, It should be noted that this type of oscillator 
may not oscillate when too heavily loaded. 

Modulation level is adjusted by the AF gain control in the audio section. In nor- 
mal operation, the AF gain is left at its proper modulation setting for transmission, 
with the RF gain being adjusted for the desired receiver output level. 

For transmitter adjustment, the ordinary 28-volt dial lamp provides a good in- 
dicator for RF output and modulation of the RF output. 

After connecting the coax matching section to the receiver and transmitter, it 
is necessary to make slight tuning readjustments both for the transmitter and re- 
ceiver. When using the antenna matching section, tuning interaction between the 
transmitter and receiver requires careful adjustment for optimum operation. 

Satisfactory operation can be had by using the converted APS-13 with a multi- 
element beam fed with 52-ohm coax. For proper matching, a series 1/4-wave line 
section can be used, 


(j) Optional Refinements: 


For those who may desire to improve further their converted APS-13, the fol- 
lowing suggestions may be of interest: 


(1) By carefully locating the added components on the new chassis section, 
sufficient space can be obtained for mounting a small PM speaker on the inside of 
the front panel. This necessitates cutting a hole or drilling the front panel for the 
speaker grill-work. With the speaker mounted internally, the speaker plug can be 
eliminated, 

(2) Higher efficiency in the antenna circuit can be obtained by replacing the 
existing coaxial matching section with an antenna switching relay. This relay may 
preferably be of the coaxial type. 

(3) For added sensitivity and higher signal noise ratio, an added RF stage can 
be used ahead of the receiver "front-end", Excellent results can be had by using the 
light-house tube with coaxial tank circuits, 

(4) Better performance can be had by using voltage regulation from a VR-105 
(used in the original circuit) for the screen supply voltage ofthe IF amplifier section. 

(5) For optimum transmitter adjustment, metering ofthe grid and plate circuits 
is very helpful. Also, at these frequencies a field strength meter is advantageous in 
tuning antenna systems, 
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APS-13 SCHEMATIC DIAGRAM (CONVERTED) fig 5 
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CONVERTING THE ARC-5 OR SCR-274N SERIES 
TRANSMITTERS FOR 10-METER MOBILE OPERATION 


The SCR-274N or ARC-5 series aircraft transmitters, have several good fea- 
tures that justify their modification for 10-meter mobile operation in conjunction 
with the popular PE-103 dynamotor. This converted transmitter, used in conjunc- 
tion with the converted 10-meter ARC-5 or BC-454 receiver, also described in this 
manual, provides the amateur with a satisfactory 28 Mc. mobile rig at a very rea- 
sonable cost. 

The SCR-274N or ARC-5 series transmitter consists of a stable VFO witha 
directly calibrated dial driving a pair of parallel 1625's (12-volt 807's). The exist- 
ing circuit requires 28 volts DC using series-parallel circuits for the 12-volt 
tubes. The plate voltage supply is obtained from a 28-volt dynamotor located in the 
separate modulator unit. The circuit also includes a tuning-eye indicator and a 
plug-in crystal unit for calibration of the VFO. 

This conversion deals with the more popular unit, the BC-459, having the funda- 
mental frequency range of 7 to 9.1 Mc. Multiplying by 4, the output frequency be- 
comes 28 to 36.4 Mc which includes the 10-meter band. It becomes apparent that 
the BC-457, which has a fundamental frequency of 4 to 5.3 Mc, with a frequency 
multiplication of 6, covers 24 to 31.8 Mc, thus including both the 10 and 11-meter 
bands, If the BC-457 is used, the only variation required from the conversion de- 
scribed herein is that the stage following the VFO must function as a tripler instead 
of as a doubler. 


(a) Preparation of the Chassis: 


From the photographs and the converted circuit it is apparent that all compo- 
nents and associated wiring are removed with the following exceptions: the VFO 
circuit, coil compartment, and variable condenser C-63 which are left intact; the 
variable condenser (C-65) which was originally the PA tuning condenser; the me- 
chanical tuning gear and drive arrangement; and the tube sockets. 

After stripping the chassis, except for the VFO which is left unaltered, variable 
condenser C-65 is mechanically uncoupled from the oscillator tuning control shaft. 
This is accomplished by removing the drive gear from the condenser shaft. The 
shaft is then extended through a hole in the chassis skirt for an external knob or 
screwdriver control with a locking device. This condenser becomes part of the PA 
plate circuit and functions as the antenna loading condenser, 

Since a mating plug for the existing J-64 at the rear end of the chassis is not 
always available, it is replaced with a standard 6-prong tube socket. 

Relays K-53 and K-54, along with the antenna connection post, are also re- 
moved from the chassis. Relay K-53, which is located on the under side of the 
chassis, should be saved. After modification it is used for the new antenna switch- 
ing relay. 


(b) Tube Substitution: 


For 6-volt operation all the existing 12-volt tubes must be discarded, The 
1626 oscillator tube can be directly replaced by a 6J5, its 6-volt equivalent. The 
metal type is preferred, 

The two sub-chassis sockets formerly occupied by the two 1625's are now 
modified for the 807 (PA) and the 6V6 (second doubler). Due to the different base 
of the 807, the 7-prong socket holes must be filed out with a small round file toac- 
cept the 807 as shown in Fig. 1. Before filing, the spring clips on the bottom of the 
socket should be removed so as not to damage the contacts. The spring clips are 
replaced after the pin holes have been modified. 
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The second sub-chassis socket is modified for mounting the 6V6 octal socket. 
The spring contacts are removed and discarded by drilling out the rivets, A hole of 
sufficient diameter is cut in the insulating material to accept a standard ring- 
mounted octal socket. Care should be exercised to avoid cracking the insulating 
material, 

As shown in Fig. 2, the first doubler (6SK7) occupies the socket of the former 
calibration indicator (1629). The heater circuit is then wired for parallel operation 
with one side grounded as shown in the diagram, Fig. 6. 


(c) Addition of the Frequency Multiplier Stages: 


For conservation of space and ease of operation, permeability tuned coils are 
used for both doubler stages (14 Mc. & 28 Mc.). These forms are available in all 
varieties, both surplus and standard manufacture. Since the efficiency of these 
stages is not of importance and relatively broad tuning is desirable, the distribu- 
ted circuit capacitance is sufficient for tuning the coils to resonance. 

Coil winding data is given in Fig. 4. If forms of different diameter are used, 
the number of turns should be varied accordingly. The resonant point and harmonic 
output of the doubler stages can be easily determined with an absorption-type wave- 
meter. A small neon lamp is also useful for adjusting these stages. 

The doubler coils are single-hole mounted to the chassis skirt with the adjust-~ 
ment screw exposed for external adjustment. The first doubler coil is mounted 
directly under the 6SK7 socket, while the second doubler coil is mounted in the 
existing hole in the chassis skirt beside the 6V6 socket. The mounting hole was 
formerly used for the PA padder (C-67) adjustment. 

Since the grid leads to both doubler stages are rather long, it is preferable’ to 
use shielded cable for both these leads. Low-capacitance mike cable or coax with 
both ends of the shield grounded should be used, 

It should be noted that the first doubler gridis driven from the same point of the 
VFO that formerly drove the grids of the 1625's, Inthe first doubler grid circuit, 
R-74 becomes the grid-leak resistor for the 6SK7; this value should be changed to 
100K ohms. Bias for the second doubler is derived both from the grid leak action 
and from a cathode resistor. 

It is important to note the connections to the oscillator coil compartment before 
removing the original leads. This will eliminate the necessity of removing the os- 
cillator compartment shieldto determine the proper connections. Component place- 
ment and shortness of leads are important in wiring the two doubler stages as is 
usual in transmitter design. 


(d) Power Amplifier Circuit: 


All components, except the antenna loading condenser C-65 and the plate feed 
RFC are mounted above the chassis. This provides good isolation in addition to 
convenient mounting and close grouping of components. The PA plate tuning con - 
denser is mounted as near the 807 socket as possible and is controlled by the former 
antenna loading control shaft and knob. This shaft is modified for coupling to the 
condenser shaft as shown in the photos. The final tank, (L-3) is mounted vertically 
beside the PA tuning condenser. 

A centralized junction point for the RF leads from the antenna coupling conden- 
ser, the final tank, and the antenna loading condenser is made by relocating the 
porcelain feed-through button as shown in the photograph. 

For isolation, the PA feed RFC is located under the chassis with its associated 
by-pass condenser directly between the end of the antenna loading condenser and 
the chassis skirt, 


(e) Antenna Circuit: 
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As indicated inthe converted schematic diagram, Fig. 6, the PA tank circuit and 
the antenna loading condenser form a pi-network, With each setting of the loading 
condenser, the PA tank must be retuned to resonance. Greater loading requires 
less capacitance in the loading condenser and more capacitance in the PA tuning 
condenser to maintain resonance. 

The original relay K-53 is modified by rewinding it for 6-volt operation and 
revamping the contacts as shown in Fig. 3, With the relay in its open position (un- 
excited) the transmitter RF circuit to the antenna is open and the receiver is 
switched to the antenna, The relay is mounted inside the transmitter front panel in 
the former position of K-54 without the necessity of drilling new holes. The antenna 
switching relay is coupled to the pi-network through a .001 mfd. silver-mica con- 
denser. 


(f{) Metering: 


The second doubler grid, PA grid, and the PA plate circuits are metered, 
Midget closed-circuit jacks are located on the chassis skirt as near to the circuits 
concerned as possible. The locations should be apparent from the photographs, 

If a single meter is used, the proper shunt values must be determined for the 
circuits concerned, A O-1 ma. meter can be used satisfactorily with approximate 
shunt values of 15 ohms for Ra and 0,75 ohms for Rb. If accurate readings are 
desired, shunts must be determined experimentally for the individual O-1 ma. 
meter used, 


(g) Modulator: 


The modulator described herein is capable of delivering 12 watts of audio power 
which will satisfactorily plate modulate 25 to 30 watts input to the power amplifier. 

A separate, completely enclosed, chassis is used for the modulator, As shown 
in the photographs, the chassis from the AM-26 Interphone Amplifier will serve the 
purpose satisfactorily; however, any chassis of similar size can be used, 

The circuit consists of push-pull 6V6's driven by a push-pull connected 6SN7 
which in turn is driven by the surplus T-17 single-button carbon microphone. 
Transformer requirements include a mike to push-pull grids transformer and a 
modulation transformer such as the UTC S-18. The impedance transformation 
from the 6V6 plates to the 807 is 9000 to approximately 6000 ohms. The actual im- 
pedance of the PA will depend upon the loading of the PA circuit. 

To avoid poor voltage regulation and large dissipation in a dropping resistor, 
the full 500-volt output ofthe PE-103 dynamotor is applied tothe plates of the 6V6's. 
To permit this high voltage, the cathode bias is increased considerably above that 
used in norma] audio applications. Normal voltages for the screens of the 6V6's and 
the 6SN7 as well as for the low voltage stages in the transmitter are obtained 
through dropping resistors as shown in Fig. 6. 

One feature to be noted is that the mike excitation is obtained from a tap on the 
cathode resistor of the 6V6's. This consists of a potentiometer in series with the 
cathode resistor at the low potential end. The swinger of the potentiometer supplies 
the excitation voltage for the mike and also serves as a mike gain control. This is 
an optional arrangement since the mike voltage can also be obtained from the 6-volt 
automobile battery through an appropriate RC hash filter. 


(h) Control Circuits: 


Because the transmitter, modulator, and dynamotor are normally located in the 
trunk or rear section ofthe automobile, a remote control box is required for opera- 
tion from the front seat ofthe car. This control box is usually located at some con- 
venient point onthe dash panel and includes a mike jack (for PL-66), a toggle switch 
(s.p.s.t.) and a pilot lamp, 
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Since slow-heating cathode-type tubes are used in this version, the heater’ cir- 
cuit must be separately controlled from the high-voltage circuit. To avoid damage 
to the tubes, the heaters should be on approximately 30 seconds before the high 
voltage from the PE-103 is applied. 

From the control circuit diagram, Fig. 7, it is evident that a separate power 
switch operates the heater circuit and also the pilot lamp circuit in the control 
box. Closing the "push-to-talk" switch on the hand microphone operates the dyna- 
motor relay circuit and the antenna switching relay. 

Even though it is preferable to use a separate relay for the heater circuit, in 
this instance it can be eliminated if a heavy No. 8 or No, 10 lead of minimum length 
is used between the modulator and the Remote Control Box. Voltage drop is not 
appreciable since the current in this circuit only approximates 3 amperes. 

The total load drawn from the car battery when operating the transmitter will be 
approximately 25 amperes. Normal operation and tuning adjustments will not over- 
load the circuit breakers in the PE-103; if they do open, trouble can be expected in 
the transmitter and modulator circuits. The connection diagram and operation for 
the control circuits should be self-explanatory from Fig. 7. 


(i) Operation: 


Preliminary operation and adjustment should be done on the bench with reduced 
voltage (200 to 250 volts) on the PA, This precaution is obvious since PA bias is 
derived by the grid-leak action, The lack of RF excitation to the grid of the 
807 would result in permanent damage to the tube if high voltage were used, How- 
ever, the VFO always oscillates, while crystal oscillators often do not. 

With low voltage applied to the transmitter, set the oscillator at approximately 
7,25 Mc. and adjust the two doublers to their proper harmonic. As previously men- 
tioned, this is easily checked by an absorption-type wave meter. The second and 
fourth harmonics are 14.5 Mc. and 29 Mc. respectively. 

If the doubler stages are resonant at their proper frequency, the final stage can 
be tuned to 29 Mc. as indicated by the dip in its plate current. For this initial ad- 
justment, the antenna loading condenser should be set at its maximum capacitance 
(minimum loading). This results in the most pronounced dip inthe PA plate current. 

The modulator may be separately checked by connecting an ordinary output 
transformer and PM speaker tothe secondary ofthe modulation transformer, Audi- 
ble check for distortion and response should be sufficient in this case. The power 
output can be roughly checked along with the amount of excitation voltage for the 
mike by measuring the a-c voltage across a 6000-ohm, 10-watt resistor connected 
across the output of the modulator, 

Before replacing the covers on the completed transmitter, the VFO should be 
recalibrated, This is necessary in order to compensate for the slight electrical 
differences in the new circuit following the VFO, and for variation between the for- 
mer 1626 and the 6J5. Recalibrating is a simple operation and is done by setting the 
VFO dial to 7.50 Mc. and beating its second harmonic with WWV's 15 Mc, signal in 
your receiver. Zero beat is attained by adjusting the oscillator padder condenser 
(C-60) accessible through the top of the VFO coil compartment. Generally, the os- 
cillator inductance (slug adjustment, exposed screw on top of VFO coil compartment) 
need not be changed. 

Due to the relatively broad tuning of the multiplier stages and the loaded PA 
circuit, the transmitter frequency can be shifted considerably by merely tuning the 
VFO. 

When the transmitter is functioning properly, full voltage may be applied to it 
and the modulator from the PE-103 with the following expected meter readings: 


Second Doubler Grid Current 0.6 ma. 
PA Grid Current 4to 5 ma, 
PA Plate Current 80 to 90 ma, (normal loading) 
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When loading the PA to the 1/4-wave (approx. 100 inches) whip antenna or a 
dummy antenna, the capacitance in the loading condenser is decreased as the load- 
ing is increased. As previously mentioned, the final tank circuit must be retuned 
to resonance for each new setting of the loading condenser. Normal loading for the 
PA should be between 80 to 90 ma. with the full applied voltage. 


(j) Optional Refinements: 


For those who may desire additional refinements, the following suggestions may 
be of interest: 


(1) Monitoring Circuit, especially useful for checking the transmitter output can 
be added with a one-turn pick-up coil at the cold end of the PA tank coil. The oute 
put from the circuit shown in Fig. 5 is brought out to the transmitter front panel for 
high impedance phones. , 

(2) Resonance Indicator, which consists of a pick-up turn at the cold end of the 
PA tank coil with a .15 ampere pilot lamp, provides easier adjustment of the PA 
tuning. The pilot lamp can be located directly behind the plastic window on the 
transmitter front panel. 

(3) Heater Circuit Relay, which avoids the necessity of heavy leads to the re- 
mote control box, can be placed in the heater circuit and located on the modulator 
chassis. This relay can be wired for both local and remote control. 

(4) Metering, can be more elaborately done by mounting a 2-inch O-1 ma. 
meter inthe front panel of the transmitter with a rotary switch and circuit as shown 
in Fig. 5. 

(5) Crystal Microphone, can be added with an extra stage of voltage amplifica- 
tion at the front end of the modulator. This stage should consist of a 6F5, 6J7, or 
Similar tube. The circuit can be located at the remote control box as the pre- 
amplifier and must incorporate the conventional mike gain control. 

(6) Stabilization of the VFO, can be slightly improved by regulating its plate- 
supply voltage. This can be accomplished in the conventional manner through the 
use of VR tubes. 

(7) Mounting For the Transmitter, can be facilitated by using its regularly 
associated FT-226A mounting rack. By using both sections of the rack, both the 
transmitter and modulator can be mounted. This will also provide convenient re~ 
moval of the units for adjustment and servicing. 


For additional data, refer to Volume! ofthe "Surplus Radio Conversion Manual’, 
"SCR-274N Transmitter Conversion to VFO.” — 
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COIL WINDING DATA fi 7g 4. 


L-1 (1st doub. plate) 14Mc 12 turns, #24 enamel, close wound 
on 5/8" dia. form. 


L-2 (2nd doub. plate) 28Mc 7 turns, #20 enamel, space wound 
on 5/8" dia. form, length 3/8". 


L-3 (PA plate) 28Mc 9 turns, #16 tinned, 1-1/4" long on 
1" dia. form. 


RFC-1 (parasitic choke) 7-1/2 turns, hook-up wire in plate 
lead, 1/4" dia. 1/2" long. 
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SELENIUM-RECTIFIER POWER UNITS 


A majority of the items of electronic equipment available on the surplus market 
are designed for operation in military aircraft. Hence, these items of equipment 
have been designed for the types of power supply available aboard such an aircraft. 
Three types of power supply have been standard; these are: 12-14 volts d.c., 24-28 
volts d.c., and 115 volts a.c. at 400 cycles or 800 or 2400 cycles. It is impracticable 
to attempt to construct a high-frequency a-c supply for the operation of electronic 
equipment requiring such a source of power. It is better in such cases to construct 
a completely new power supply for the equipment and to design this power supply for 
operation from the standard 115-volt 60-cycle line. 

Many ofthe items of surplus equipment are designed in such a manner that cer- 
tain of the operating features and conveniences are lost when a 12-volt or 24-volt 
d-c power supply is not available for the unit. Relays, motors, band-changing sys- 
tems and such conveniences must have a sizeable d-c power supply for their opera- 
tion in many of the items of equipment. And if a d-c power supply is made available 
for these sections of the equipment itis often practicable and even less expensive to 
construct a slightly larger d-c power supply so that the plate-supply dynamotor and 
the tube heaters also may be operated from the d-c supply. 


Typical 28-Volt Medium- 
Current Selenium Rectifier. 
(Vickers) 


Features of the Selenium-Rectifier Power Supply: 


The selenium-rectifier power supply for the production of low-voltage high- 
current d.c, is a completely reliable and quite satisfactory item of equipment. The 
efficiency of operation of such power supplies is quite good, running from 75 to 85 
per cent at full load on the basis of output to input wattage. Regulation is adequate, 
running from three to five per cent from half-load to full-load current. The life of 
the rectifier unitis, for amateur use particularly, substantially unlimited; a standard 
unit running at rated load with normal cooling will show a loss of only a few per cent 
in output voltage after a 10,000-hour period of operation. The rectifiers deliver full 
output as soon as they are turned on and they are completely silent in operation 
since there are no moving paris. 
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Figure 1 - Forward and reverse 
current characteristics of a 
typical selenium-rectifier plate. 
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Design of Selenium-Rectifier Supplies: 


Figure 1 shows the static forward and reverse current characteristics of a 
typical selenium rectifier plate. It can be seen that current flows much more read- 
ily in one direction than in the reverse direction. However, there is a moderate 
limit to the value of reverse voltage which may be applied to such a rectifier plate. 
The actual value of the maximum value of reverse r-m-s voltage which may be 
applied to each plate of a selenium rectifier depends upon the size of the plate and 
upon the maximum temperature at which the plate will be operated. Under ordi- 
nary conditions this maximum permissable reverse voltage varies from something 
over 20 volts for the small rectifier units used in a.c.-d.c. power supplies down to 
about 14 volts for the larger of the plates used in low-voltage high-current power. 
supplies. 

Figure 2 shows the dynamic voltage drop across each of the plates of each 
section of a selenium rectifier unit. A half-wave rectifier has only one section, a 
full-wave rectifier has two sections, and a bridge rectifier of the type used in low- 
voltage supplies has four sections. Rectifier units designed for an output voltage of 
12 to 14 volts have only one rectifier unit for each of the four sections of the bridge 
rectifier, while units designed for 24 to 28 volts output have either two or three 
units in series in each of the sections. In the curves of figure 2 the number (1) 
represents the very smallest rectifier plate while (6) represents a relatively large 
plate of the type used where several amperes of output current will be required. 
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Figure 2 - Dynamic voltage-drop characteristics 
of six typical selenium-rectifier plates, 


From figure 2 it can be seen that a voltage drop of approximately one volt for 
each plate connected in series in the effective current path within the power supply 
will be obtained at full load. Referring to the recommended circuit for a selenium- 
rectifier power supply, figure 3, it can be seen that the number of plates in series 
in the current path for a bridge rectifier is twice the number of plates in each 
section of the rectifier. And, with a choke-input power supply, the average output 
voltage of the rectified wave is 0.9times the transformer secondary voltage. Hence, 
with a nominal 28-volt power supply as shown the output voltage will be 0.9 times 
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the transformer secondary voltage minus about 4 volts rectifier drop (assuming two 
plates per section inthe rectifier) minus the resistance drop in the power trans- 
former and the drop in the filter choke. 

The power transformer which feeds the rectifier must have a current rating of 
at least 1.15 times the d-c output current which willbe taken from the power supply. 
This comes about as a result of the fact that the r-m-s value of the alternating cur- 
rent wave which is fed to the rectifier is 1.15 times the average or d-c value of the 
rectified wave. 


= a8 L 


FIGURE 3 


TYPICAL VALUES FOR A 28-VOLT, 10-AMPERE SUPPLY. 


S-A.C. LINE SWITCH. 

F —5-AMPERE FUSE. 

T- TAPPED 35, 36, 37, AND 38 VOLTS AT 124A. 
L.- 0.025 HENRY, 10 AMPERES. 

C- 2000 UFD., 50 VOLTS. 

R- 30 OHMS, 50-WATT BLEEDER RESISTOR, 


RECT.—10-AMPERE, 28-VOLT SELENIUM 
BRIDGE RECTIFIER. 


The use of a choke-input filter forthe output of the selenium rectifier in a high- 
current power supply is to be preferred over the use of a filter capacitor directly 
across the output of the rectifier. With a capacitor-input filter across the output of 
the rectifier (in such cases a single capacitor is usually the only filter) the d-c 
output voltage will be somewhat higher, but the regulation will be much poorer and 
the r-m-s current through the rectifier will be approximately 1.2 times the d-c 
current being taken from the supply. With a choke-input power supply the d-c out- 
put voltage isas stated inthe paragraph above, the regulation is good, and the r-m-s 
current through the rectifier is only 0.8 times the d-c output current of the power 
supply. 

Filter chokes for low-voltage high-current power supplies are not so easily 
available as rectifiers. But a relatively small amount of inductance is required of 
such a choke. The minimum value of inductance required is determined through the 
use of the same formula as used in determining the value of the input choke for a 
conventional mercury-vapor-rectifier high-voltage power supply. L=R,/1000. In 
this case Ry, represents the smallest value of load resistance which will ever be 
used across the output of the power supply. If the power supply will sometimes be 
allowed to run without external load, Ry, is the value of the bleeder resistor which 
will be used. However, if the power supply always will be operated with full load, 
Ry, is equal to the output voltage of the power supply divided by the load currentin 
amperes. The inductance required in a 10-ampere power supply will be found to 
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be in the region of 10 millihenries, depending upon the voltage and uponthe minimum 
current which will be drawn. In most cases it will be found that the choke required 
by the formula stated above will be about the same in physical size as the choke 
which normally would be used in a conventional high-voltage power supply with the 
same power output rating. 

The filter capacitor should have a capacitance of 100 to 5000 mfd. depending 
upon the load being placed upon the power supply and upon the degree of filtering 
required. However, in many cases and with many items of equipment neither a fil- 
ter choke nor a filter capacitor will be required. In the power supplies for these 
items of equipment it is necessary only to connect the output of the rectifier to the 
input terminals of the equipment. In fact, if it is desired to get by with the bare 
minimum in the power supply it will be wise to attempt this procedure with the 
power supply for the equipment in question. If excessive hum or unsatisfactory 
operation is obtained the filter choke and capacitor may then be added. 

The selenium rectifier should be mounted in such a manner that free air circu- 
lation is allowed. The rectifier plates are required to dissipate a moderate amount 
of heat by their operation. The units are designed in such a manner that normal 
convection currents of air flowing between the plates will accomplish the cooling. 
Under no conditions should the temperature of any of the plates in the selenium 
rectifier be permitted to exceed 75° Centigrade. If this temperature is exceeded, 
rapid deterioration of the plates may be expected. Selenium-rectifier stacks are 
designed in such a manner that under full load with an ambient (or inside-the 
housing) temperature of 35° C. the maximum safe operating temperature of the 
rectifier unit will not be exceeded. 
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THE ARC-5 VHF TRANSMITTER/RECEIVER 


Most "surplus hounds" are well familiar with the popular ARC-5 series trans- 
mitters and receivers, but the VHF units of that series are not so well known. The 
ARC-5 VHF consists of the T-23/ARC-5 Transmitter andthe R-28/ARC-5 Receiver, 
neither of which resembles the lower frequency ARC-5 units which are so common 
on the surplus market. 

This article does not cover the actual conversion procedure, but merely gives 
information to assist the reader in converting the units as may seem necessary. 

The transmitter and receiver are of the crystal-controlled variety, each using 
four crystals, Both can be set to operate on four channels throughout the range of 
100-156 Mc, The units are designed exclusively for phone operation and also are 
intended only for operation from a remotely-controlled, push-button box, 

The modulator (type MD-7/ARC-5) is a separate unit including a 28-volt DC 
dynamotor which furnishes voltages for the transmitter mounted on the same chas- 
sis. The 28-volt dynamotor which supplies voltages for the receiver is located on 
the rear of the receiver chassis. 

The primary power requirements for operation are as follows: 


Receiver only 28 volts DC at 2.0 amperes 
Xmttr and Modulator (standby) nen ee A : 
Xmttr and Modulator (transmitting) "  " " "9,5 
Receiver, Xmttr and Modulator: 
(standby) " uw ton 4,7 it 
(transmitting) "  " " "11,5 é 
(channel switching) "  " " " 6,9 " 


Transmitter: 


The T-23/ARC-5 transmitter weighs 12.3 lbs. and is 15-3/16 inches by 8-9/16 
inches by 5-29/64 inches in physical size. It is normally plugged into a type 
MT-69/ARC-5 mounting rack. For original schematic see Fig. 1, pages 44-45, 

The power output is from 6 to 10 watts into a 50-ohm antenna on any one of four 
frequencies within the following channels: 


A - 100-124 Mcs 


B - 122-146 " 
C - 122-146 " 
D - 132-156 " 


The crystal frequency tobe used for each channel is determined by the following 
formula: 


Crystal Frequency equals Carrier Frequency 


The Transmitter tube line up is as follows: 


V301 (1625) Crystal controlled harmonic oscillator 
V302 (1625) 1st harmonic generator 

V303 (832A) 2nd harmonic generator 

V304 (832A) Final PA 


The power amplifier is plate and screen modulated by the separate MD-7/ARC-5 
modulator and power unit. 
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Transmitter Tuning: 


To tune the transmitter, allow the turret mechanism to come to rest on the 
channel desired and connect an external milliammeter from the terminals of J307 
(on front of transmitter), to ground, according to the circuit being tuned. The tuning 
controls are labeled on Fig. 4 for easy reference. The following currents are 
normal: 

Oscillator grid current 0.7 to 1.2 ma 


ist harm. gen. grid 1.5 to 5.4 ma 
2nd harm. gen. grid 1.5 to 5.4 ma 
RF amplifier grid 1.2 to 4.8 ma 
Plate voltage, final 550 volts 


A listing is made here of relay functions in order to simplify the schematic 
diagrams, 


K304 Controls motor 

K301 Antenna relay 

K302 Plate and screen voltage 

K303 Modulator Screen and key control 

K305 Aux, plate and screen voltage 

K306 Modulator plate and voltage regulator interlock. 


Receiver: 


The R28/ARC-5 Receiver weighs 14.5 lbs, and is 14 by 7-5/32 by 4-7/8 inches 
in physical size. It is normally plugged into a type FT-220A mounting rack, 

The circuit is a 10-tube superhet with no provision for BFO, as only voice re- 
ception is intended, The receiver will function on only four frequencies in the fol- 
lowing channels, depending upon the crystals used: 


A- 100-124 Mcs. For schematic diagrams 
B- 122-146 " see center spread, 

C- 122-146 " page 65. 

D- 132-156 " 


The crystal frequency is determined by the following formula: 


i = e e 
Crystal Frequency equals Carlen sree = ee 7 t ne pt AS 


The Intermediate Frequency is 6.9 Mc. and the audio output impedance is 300 
ohms, unless the BC-942A equalizer is used, which causes the output to be 4000 
ohms, 


The tube line up of the Receiver is as follows: 


V101 (717A) RF amplifier 

v102 (717A) Mixer 

Vi03 (12SH7) ist IF 

v104 (12SH7) 2nd IF 

Vi05 (12SL7) Det-AVC-squelch 

V106 (12SL7) 1st AF and squelch amp. 

vV107 (12A6) 2nd AF 

V108 (12SH7) RF osc - 4th harmonic generator 
V109 (717A) Tripler - 12th harmonic generator 
V110 (717A) Doubler - 24th harmonic generator 
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For information, the plug connections on the receiver are as follows: 


Rear plug (J102) Front plug (J103) 

1- Ground 1- Channel A control 
2- Audio output (hi or low) 2- Channel B control 
3- MVC gain control lead 3- Ground 

4- AVC-MVC control lead 4- Channel C control 
5- Blank 5- Channel D control 
6- 28 volts (in) 6- Blank 


7- "B" plus (out) 
To operate the receiver alone, short terminals 1 and 6 of the rear plug to start 


the dynamotor, and place a 50,000-ohm pot. to ground from terminal 3 to function as 
an RF gain control, 


A schematic drawing of the FT-220A Rack is given in Fig. 5, page 46. 


For diagram of interconnections, see center spread, page 66. 
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ARC-5 VHF TRANSMITTER (Cover Off) 


ARC-5 VHF RECEIVER (Cover Off) 


FIG. 6 
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FIG. 1 - ARC-5 VHF TRANSMITTER (Original Schematic) 
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FIG. 1 - ARC-5 VHF TRANSMITTER (Original Schematic) 
For ARC-5 VHF Receiver, see page 65. 
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ARC-5 VHF TRANSMITTER TUNING 
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TERMINAL */ TO *6 ON J-2Z3. 
INSERT 50K OHM POT) BETWEEN 
TERMINAL *3 ON J-23 AND GNO. 


CONVERSION OF THE GO-9 TRANSMITTER 
(Also applicable to TBW series) 


The model GO-9 Aircraft transmitter was manufactured for the United States 
Navy and used primarily in the larger Naval aircraft for CW and MCW transmission 
with a nominal power output of 100 watts. The complete unit is quite adaptable to 
amateur use as it covers directly the 20, 40 and 80 meter bands. 

It is to be noted here that another popular surplus transmitter, the "TBW’, is 
quite similar to the GO-9. The TBW is also Naval equipment, being designed for 
advance-base installations. The general appearance is somewhat different, but the 
same three-section construction is used. Two major differences exist between the 
models: First, the TBW intermediate frequency section covers a slightly different 
range (350 to 1000kc.); second, the TBW incorporates an 843 tube as a class A sup- 
pressor-grid modulator. 

The high-frequency section ofthe TBW is identical to that of the GO-9 in regard 
to the basic circuit, and the power unit is similar. The instructions to follow may 
be generally used for the TBW, but as this conversion data pertains primarily tothe 
GO-9 transmitter, certain sections will not apply to the TBW. Particular attention 
should be paid to the difference in terminal connection numbers in relation to the 
power supply section. Naturally, since the TBW has its original modulator, the one 
described for the GO-9 will not be necessary. 

The assembly consists of three aluminum frames fastened together with snap 
catches and guide pins to operate as a single unit. All of the necessary connections 
between units are made by contact brushes and contacts. 

The three units and their specifications pertaining to the GO-9 and TBW follow: 


IF Transmitter GO-9 TBW 
Type CAY 52192 Type CAY 52238 
Size: Height 33 31/32 inches 33 1/4 inches 
Width 10 1/2 inches 13 5/8 inches 
Depth 16 3/8 inches 17 1/4 inches 
Weight 44 lbs. 76.5 lbs. 
Frequency 300-600 kc. 350-1000 ke. 


HF Transmitter Type CAY 52193 Type CAY 52239 


Size: Height 33 31/32 inches 33 1/4 inches 
Width 10 1/2 inches 13 5/8 inches 
Depth 16 3/8 inches 17 1/4 inches 
Weight 47.5 lbs. 84 Ibs. 
Frequency 3000-18,000 ke. 3000-18,000 kc. 

Rectifier Unit Type CAY 20103 Type CAY 20084 

(includes Modulator) 

Size: Height 33 31/32 inches 33 1/4 inches 
Width 7 3/8 inches 10 7/16 inches 
Depth 16 3/8 inches 17 1/4 inches 
Weight 40.5 lbs. 71 Ibs. 


Tube Line Up (Same for both GO-9 and TBW with exception of an additional 843 
modulator in TBW.) 
IF Transmitter 1 type 801 Master Oscillator 
1 type 807 IF Amplifier 
1 type 803 Power Amplifier 
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THE BC-357 MARKER-BEACON RECEIVER 


Marker-beacon receivers, particularly the BC-357, have appeared in large 
quantity and at very moderate cost on the surplus market. The BC-357 is of little 
value in its original form to the average experimenter. However, its small size, 
and several of the components in the unit, make for easy conversion to a capacity- 
operated relay. This type of relay, which is caused to operate by the immediate 
presence of any large object, has many uses which may include the control provi- 
sion for the opening of garage doors, turning on of lights or ringing of bells as an 
intruder protection, counting of personnel, and similar applications. 

The original circuit of the receiver consisted essentially of a two-tube, tuned 
r-f, reflex-type receiver with its rectified output used to operate an extremely sen- 
sitive relay. The receiver is completely enclosed in an aluminum case with dimen- 
sions of 3-1/2 inches in width, 5-1/2 inches in height, and 6 inches in depth. The 
most valuable components of the unit are the sensitive relay and the housing. The 
relay will close with a current of 0.4 ma. and will open again when the current falis 
to 0.2 ma. The contacts are capable of carrying upto 500 ma, at low voltage without 
deterioration, The housing alone is excellently suited for use as a container for re- 
ceivers, converters, or other items of mobile equipment. 


Conversion to a Capacity-Operated Relay: 


A simple Hartley oscillator is used with the sensitive relay in the plate circuit 
of a 6J5 tube. The circuitis self-rectifyingto permit the use of the 115-volt a-c line 
voltage as plate supply potential. Before adding the new circuit the chassis is 
stripped ofall components except for the relay, one tube socket, and the lower tuning 
condenser, The completed circuit includes a well insulated lead brought out from 
the grid of the oscillator. This lead should not exceed 5 or 6 feet in length and may 
be terminated at the existing jack on the front panel, The oscillator coil, as shown 
in figure 2, can be for any frequency below about 500 kc. 

The operating principleis as follows: When the circuit is oscillating a relative- 
ly high bias is developed at the grid of the tube. With the high bias, which results 
from grid-leak action, very little plate current flows and the relay does not close. 
However, when the grid circuitis loaded by an external capacitance the r-f grid volt- 
age is decreased, resulting in lowered grid bias which increases the plate current 
and closes the relay, 

Final adjustment of the converted unit will include adjustment of the tension- 
spring of the relay. This spring must be adjusted to locate the operating point of the 
relay in the center of the tube characteristic. The unit is capable of slight r-f radi- 
ation since the external lead is coupled directly to the grid of the oscillator. How- 
ever, if a frequency well below 500 kc. is used this radiation will be so small that it 
will not be perceptible even in a nearby receiver. A BC-348 receiver may be used 
to check the installationto insure that oscillator radiation is not taking place. Posi- 
tive tests should be made to insure against violation of FCC regulations concerning 
such devices. 


56 


X57 MARKER BEACON FECEIVER 


2 
~~ 


i ar til 
ol Oe 


750 MHF 


DAV 


Oz 
\o° 
¢? 
AWW {JE 
SAW frnoae 
Vvooz 
Faroe! 
jrnog 
‘OaW | 


57 


ANT. 


V7-/04. 


V7~-153 


CAPACITY OPERATED KELAY CIRCUIT 


SHEET / 
METAL PLATE, / 


6I5 tig 2 


/f4 $9. OR 
AS NECE SSA, 


TACK ON FeONT 
PANEL 


SISVKVAC 


ORIGINAL BC-35 FECEIVER 


58 


HIGH-FIDELITY TUNER 
FROM THE BC-946B RECEIVER 


The BC-946B aircraft receiver, or its Navy equivalent, in the ARC-5 series, 
lends itself readily for conversion to a high-fidelity broadcast tuner. This re- 
ceiver is identical to the SCR-274 series except that its frequency range is 520 to 
1500 ke. with an intermediate frequency of 239 kc. For schematic, see pages 8-9, 
and 11. 

Typical of aircraft equipment, this receiver was designed to operate from 28 
volts, DC. The 12-volt heaters were wired in series-parallel while the high voltage 
was supplied by a dynamotor mounted on the rear of the chassis. The original tube 
line-up is as follows: 


12SK7 ist RF amp 

12K8 ist Detector (mixer) 
12SK7 1st IF amp 

12SK7 2nd IF amp 

12SR7 2nd Detector, CW osc. 
12A6 2nd Audio amp (output) 


(a) Preparation of Chassis for Added Circuits: 


After removing the bottom plate from the chassis, the three plug assemblies 
(J-1, front; J-3, rear; and J-2, dynamotor) with their respective wiring and hardware 
should be removed and discarded, This is done with the following exceptions: 


(1) The "gain control line" (green lead) from the cathode bus to pin No. 1 of J-1, 
should be grounded to a convenient point on the chassis, 

(2) R-22 and R-23, the tapped bleeder resistor across the plate supply which 
furnishes the screen voltage (approx. 100 volts) from the tap, is left intact. 

(3) C-32 is then rewired as the screen voltage by-pass from the tap on the 
bleeder, 


All other components associated withthe plugs and the audio section and the CW 
oscillator are completely stripped from the chassis, These include the following: 
L-15, L-14, C-16, L-12 and 13 (and components inside can), C-26, R-14, C-29, 
R-19, R-18, R-21, V-2, C-31, C-35, and T-1. 

The output transformer, T-1, has a high-impedance secondary (4000 and 300 
ohms) intended for headphone use and is not usable with conventional speakers, 


(b) Modification of the Heater Circuit for 6-Volt Operation: 


Since broadcast tuners are normally used in conjunction with a separate audio 
amplifier which supplies the heater and plate voltages for the tuner, 6-volt heater 
operation is recommended, This necessitates changes in the heater wiring as 
shown in Fig, 1 and the substitution of 6-volt equivalents for the existing tubes. In 
the tuner version, the audio output stage, (12A6), is not used and therefore no sub- 
stitution is required, However, this socket affords tie points for connection of the 
6E5 tuning-eye assembly. The leads are run through the center hole of the socket 
with the connections made underneath the chassis, 

If the audio amplifier is added to the chassis as mentioned in section (i), a 
6V6 output tube is substituted for the former 12A6. The heaters of the 6E5 are 
merely paralleled at some convenient point in the heater circuit. 
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(c) AVC Circuit Modification: 


In the original circuit, the AVC voltage was derived from the diode action of the 
second IF amplifier grid. For better performance this is changed as shown in Fig. 
6 using the second diode plate of the 6SR7. This change requires removing R-11 
from the grid circuit of the second IF amplifier and connecting the AVC lead to the 
AVC bus at the junction of C-15A, 

The tuning indicator (6E5) is operated from the AVC voltage in the conventional 
manner as shown in Fig. 6. 


(d) Audio Section: 


The audio modification as shown in Fig. 7 includes the conventional volume 
control in the grid circuit of the 65R7. The audio output from the triode section of 
the 6SR7 is brought out through the rear of the chassis with about 30 inches of 
shielded microphone cable. A standard microphone cable connector provides a good 
shielded connection to the amplifier used. The circuit components shown in Fig. 6 
give audio response from approximately 30 to 10,000 cps. 


(e) Power Connections: 


Power connections for the tuner (6 volts and plate voltage) are brought out on the 
rear end of the chassis through a conventional socket. Unless a specific plug is re- 
quired, the ordinary octal tube socket can be used in the former position of the J-3 
plug. At this plug the "B" minus lead is grounded to the chassis as well as to one 
side of the heater supply voltage. It should be noted that these grounded connections 
must correspond to those of the power supply and amplifier used. A grounded 
center tap on the heater transformer at the power supply cannot be used unless the 
tuner heater circuit is rewired with an ungrounded system, If the heater supply is 
center-tapped, generally the center tap can be lifted and one side of the 6-volt cir- 
cuit grounded instead. 
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(f{) Adjustments for Operation: 


After the converted tuner is operable, IF alignment and coupling adjustments 
should be made to obtain the broad band-pass necessary for high-fidelity reception. 
This phase of the conversion is the key feature for high-fidelity performance. The 
higher audio frequency response is primarily determined by the band-pass of the 
IF amplifier which in this case should approach 20 kc, 

The best IF amplifier alignment can be obtained only by the scope and wobbula- 
tor method where adjustment can be made with a visual pattern of the IF amplifier 
response. Most of the larger radio service shops have this type of equipment. 

This method of alignment results in a symmetrical waveform as produced by 
the three tuned stages and the proper coupling adjustments. 

The proper coupling adjustment for the IF transformers will be obtained with 
the plungers approximately half-way in. These plungers are exposed for adjust- 
ment at the tops of the IF cans when the plastic caps are removed. Maximum coup- 
ling, which allows maximum band pass, occurs when the plungers are in; minimum 
coupling, or narrow band pass, is obtained by pulling the plungers out, 

It should be noted here that high selectivity (sharp tuning) can be obtained, 
sacrificing the high frequency response, by using minimum coupling. Sharper re- 
sponse often becomes desirable when two stations are so close to each other that 
they interfere with normal or broad-band reception, 

Even though maximum coupling gives a band width of approximately 25 ke, it 
also gives a very pronounced undesirable dip as shown in Fig. 9. This double-peak 
effect becomes quite obvious when tuning the receiver. 

After the IF alignment and coupling adjustments are made the waveform of the 
IF amplifier response will be that shown in Fig. 9, Over-all frequency response of 
the tuner will be that shown in Fig. 10. 


(g) RF Alignment Procedure: 


Should it be necessary to touch up the RF alignment, which generally is not re- 
quired if the dial calibration is reasonably accurate, the procedure in Fig. 2 should 
be followed, 


(h) Mechanical Modifications and Layout: 


Even though there are many possible versions adaptable to the BC-946 receiver, 
the following two tuning dial and panel arrangements have proven very satisfactory. 
These modifications are intended, where it is desired, to dress up the appearance of 
the tuner or its receiver version for home use, 

The first version, as shown in Fig. 3a, utilizes the existing gear reduction mech- 
anism with a centered knob assembly. The knob shaft is belt driven, with a step-up 
ratio to the former control shaft. This shaft carries a small flywheel in addition to 
the pulley which results in a pleasant smooth tuning action. The flywheel and driven 
pulley shaft utilize the tuning-knob assemblies that are available for the surplus 
SCR-274 series transmitters and receivers, 

Other controls are brought out symmetrically onthe panel by means of extended 
shafts as shown in Fig. 3a. 

The second version for the tuning and panel arrangement uses the conventional 
type slide-rule dial (180 degrees rotation) mounted directly to the tuning condenser 
1/4-inch shaft. This arrangement eliminates the former gear Grive since the driven 
condenser gear, onthe condenser shaft, is replaced with the ordinary 1/4-inch shaft 
coupling or extension. 

To remove the condenser driven gear (split type), it is necessary to remove the 
condenser shield covers and the triangular plate on the right end of the variable 
tuning condenser. If an ordinary 1/4-inch shaft extension is used, the triangular 
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plate can be replaced and used for additional shaft support. This approach is shown 
in Fig, 3b. 


(i) Complete High-Fidelity System from the BC-946B: 


Since the chassis of the BC-946 receiver affords sufficient space for additional 
components, the additional components to make up a complete radio receiver can be 
successfully added. 

The first version utilizes a power supply mounted in the former dynamotor 
space, as shown in the photographs, The output stage consists of a 6V6 which oc- 
cupies the former 12A6 socket. Due to the lack of space and to avoid inductive hum 
pick-up from the power transformer, the output transformer is mounted on the 
speaker frame or cabinet. 

This version, in Fig. 7, using the single-ended 6V6 is capable of delivering 4 
watts at less than 6% distortion. At normal listening level (approximately 1 watt) 
the percentage distortion is negligible for all practical purposes. With application 
of inverse feedback, distortion can be reduced, 

The second version for the high-fidelity radio and amplifier incorporates the 
audio amplifier on the BC-946B chassis but uses the power supply as a separate 
unit, The amplifier section utilizes push-pull 6V6's operating AB, and is capable of 
delivering 10 watts at less than 3.5% distortion when used with the recommended 
power supply. 

It will be noted from the schematic diagram, Fig. 8, that the amplifier section 
uses the floating-paraphase form of inversion and a small amount of inverse feed- 
back. This design accounts for better performance from the 6V6's, Dual tone 
controls (bass and treble) are used to give high or low end boost or attenuation. A 
phono input also is incorporated. 


(j) Speaker Cabinet: 


The reflex-type speaker cabinet as shown in Fig. 4, for use with a 12-inch 
speaker, provides exceptional performance. This type of cabinet acts as a resonant 
cavity toward the lower frequencies and improves the over-all listening response. 
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For Wiring Diagram (Fig. 5) see pages 8-9. 


63 


LINDNID TYNI9IE0 
WOYS FAY YIG“NIN LAVA AP 
GFILVIIGNI SLNINOSWOD ~FZLON 
¢ &2-¥ 
(usa42S) 
NOOMFG 


IN Id 
NOILDINNOD HIMOT 


OFIINZ 


3 
AOGZtE 


Yr 
HAZ ININAL GIF 
9 1 


IFW / 


“ARIAITAWNY 
OL AOLIATNNOD 


‘STUNIIS TYD07 
F7EVD “IW 


t 
NO A2) xXoaddy © 


FNWLION IY ~ILON 


IAW 


“27aV2 
FNOHAOXIIW OF ‘XO¢dcyY 


9IW!/ 


oF] 


WINN ALITIOlS-HOl-] AOA NOILIIS O1GNY 


.-vd gas xe} 104 


< 
8 
eee <a 
fe rae 
gel | : 
[oe one | me? 
Ag La aa aan 
N u = 
192-L 500MMF C93 Res | % C103 OC GS MMF ose 
¢ ages | $ ez 
S i | al 04 So ) ga 
> 7 G02 002 MF 
| TR “4 Pe pty ee 
i 3 rs Lio |S 
seo ie rey ) 5228 RiOl OIMES a 
poaees ge 
C194, 500 ba Ro 
MMF z <2< 
eee cae 
| 2BR, 
ek 


ig gig 
: IB Ie 
ER ia i C08 SOOMME 
2h [mir 
BR Irie ° | 6109 SOOMMF | 
o 
Ba H & #08" 39,00078 
} ar ClOSg | oC 425MMF 
! 3 = lll, AC 65 MMF 
f 4 + I 169 1,002 ME ) * CID, 70 
i i I GAT 20, MMF) Gilz Oa MF 
q C170, BG 65 MMF 6 RIO5 10,000 L102 
i 5 2 Tha, 
pam Ene abe SMF Rog W000" 
I +++ 


Aiog 2 RIO? L103 
© ca 
10,000" ,.0.1 MEG) Cue 


> 
Cla L002 MF __ BoM 5 
tr 

J 


CUS OC 65 MMF 


2 


N29 WHYH 12! 


MA WAL -601A 


; i ec eet 
: ] i i 1OSC OC 425 MMF 
I + + WN 2 ty : i 
I > = : | [Riss 889007 1B | 
j “tn ] i GIOSF AC 3 M0 
re { f ie 42.5 MMF e rH H 
5 z I 6S MME Gi74.4.0 a , 1 18 
‘ MFT ened 
po [i | Se aegeor PT A “Jo 
' ! | \ Sand 3 
i i i ! 7 ee 
I : 8 1 | | C19 500 MMF — 
> i dnetoe \ wen £120 TOO! MF i 
a FA 1 o 
: r i LNG % I RUlO_39,000% - 
' ise ay oe | Paes AW an, paul’ "UG RMOLs8,000" Ue 
fe) i} j ci78 GO2MF ciao,.20 | % «| Ril), 8600" _ Gi2l, 30MMF 1 ony 
! i { aT 3 C123, 006 122,30 | ime d 
o ' 1 [ti79 “a ao unF 3 MET 0s TMMFY nO 
< A T ; I < | RAS 1BMEG an BER 
: - : 
a0) | | ; C124, 006 LI06 ‘upg 
rt ! I . &s WF oo MMe "5S 
yo]: L | B30 \ | *| RIT MES C26 SOMMF | | Fl 
: ' ; a 5 | z “TT & 
yg ; } apeB ! 52 es 
as | ; B25 5 ima 
| i g ae . 
: =a “x bs 
i 1 3 
= | | ° ee fe 2 pats i 8 RNG 1 De Fane | 
is | 3 : pee & i Ly | Bers 
: a ’ an 4 ! , GesH ac 425 15 i “e ee 
a fee : rod a ne mea Ril? 'C129_0O6MF aa 
Ss f ; at ie Bor oa 
- na : Seen 
: 2 = 
ars . r- 2 
a Se: : i 
Ge s t z vt 
eS : ; = 3 cE 
x £255 eS 
ra w £ ~ oF 
? ae Hee z 
ma 
a mig a aoe z 
ne > af ues ss 
. Cae cree ee * nig? 
? a 1 1 i L197 SMF wre ge 
t+ wea of, Senne 
wer amen ‘ 
i? 
se = = i 1 
“ te sees ey ~ 7 . 
oe et 
* lees 
: Pars 
gz. 
: oy eee . 
= 2 oes Opes as a 
x bases = : 7 - on anaes Senanee mo. 
“ We: eee at ea BP ars 
Y 
: wm 
4 ~ 
at a 
+ a bi a2 IE 
: ERNE ie 
patie iesen piu | 
li | 
ee | 
8 % i 
| 


cathe! 
nik 


CIBIA ae 


CIBC, ig - 
C159 ioe a 
{ 1 


Zusw /2-,045 YOLONYNAD 


AVE" MVC CONTROL 
MYC GAIN CONTROL 


pee (Leeann Pee eee eee rae AUDIO OUTPUT 
(ee — f wisn Som test = HY (TO TEST UNIT. 


YAMA K wae fone pee aaa 


: oe erent ee iM, 


QU of sre xo@ NOWONNE SE sae ee eat os 
BORE ITER — sagen rene Se abit een ed ak Y 
Ti he oh Seal a ue FD kINID 
= - Lin 7OMANOD_§-IU/OE-9 wy BE 7 Bue ee ee - tevnney, 


— Ww! ae 


: 9 < 
®OOQ®D fo g o% 
if es 
H ‘ 
is xy ——— 4 a \ \G 9 
# 538 TION i seca, 27 
969 ON 5N¢ ' ay 
Se Zip ON Ew" OP 
! ee sTWw1d3038 40 
if 9p fn LNBWGONVaE TN Ia 


B.9GHEerr 


i + 
ier inn .0windd 
$-3W¥/ 20-9 


Ro-@aanS en 


“ep aded 
aas ‘jxa} 10,9 


= 


ANBNZONTENT TUNING 32 


: g ‘Old 


oY oF 
oa a ee 
8 0, So Nae F < 
Se Aid || 
. rile eo -dns tamed /roye;npour i 
ets enn snid suoyoouuooreyut li 
lo = 906 ADI ISL TEULSIIO AHA G-OUV i| 
AH $2-F 
i_ 9 4 6 NOILISOd [ON owt fi Veh 
Se (3°) || 3), See vo RBs alt a7 i 
° ° 7 
( i £086 0N MeV9 a 
ae-t 
wer eegizcvrageaans, s46aw 
PIES SEA A AEE 
3 ERM Slo | BE 
ahd Far SRI RR 
| : 
| Cor 
| TON o ter 1a-f OND O4-T ml 
Oras * Fe Ten 
| 2 [ 


ovit oN i emer Sane : ane | Tees fl 
‘an Tee OM BOs : 5 ¥ son : Sans : Sse : epee as ee 1 
a . WOAIIEM ’ : t eee ee : : 4 ert 
2 . nea | LobbopaR ye dd DIM : ; i oma: Beer se stettn 

sme eet Le mae opr Towa | fe gh cone so nee 

tf aR: ! eee ee it i oF A leh i 
moors! Eula tn cas ar, ae | : ' 
! (ae seams ss “em i ae | HE] Le 
WITH OS ! ro : a a ' Koa : rf a BOER) oF 9 
NE ; | ak ak?, } oe oy 4 
: we Lif re Si ats Ee eer ase ee 

h | sagen Mi d 1 iy or 
by NOLLISOd Z'0N eared | (pte ante mi teas ala + i 
} t eolP QL 03193NNOD | i ie am iE U | 
° | suv wo2at36 : are ie me Tae ae 

. E ena 
—<99 cot 7 | tut Re { 64 > | yen, ger @ 

1 & “Ser ° i ' Pn ORS EL Fa 
| Oe Avs ‘ H Lic 4 Vikan lige 

ee Seon = = ie a 2 \ 
(Suu Lingwvad Omd) & _o SP ge yanee Hey por ee kr we 
WOWE ONIENNOW S-OUW/IL-Jt he Bie ace 
oe 0 li : 2g 
sihoviaioa4 30 i. ~ ! yor 137 eT wows 33 
ANAW2ONW aU TUN BEL Sw P : ee 
ae) 1Gh rnd Pea! } 
wYe i We NON Sat 
1 oe ote 


WOLTIPOON G6 THE, Im 


Lee Ro ONGS 5 

a paogiomnngaes oe ess, “ % 7 

§ 3 ! na _ am 

: re) nN 0 en iS os 

3 5 { ieae! Bio 4 LE 

; g 81° Ads S 5it on, Le + wee 
| é « Wor bd - .3Y rahe Oo 
H WoO ? ae : 2° 


a3 


303 334 
ve 
ee 
O3 
< 302 yo, 
--- qf - ‘ a 
re 
a 
¢ 
3) 
te € 
1302 1 


3 


98 4 30 
= F+. 00 
jb 302 
er | 
C308 
St 
C3 
foal 
; 
b- 
QQY 
4 


1 

\ 

| 
een. 4 


is 
cs 

ot 
‘ 


30 

33 | 
f° 

2! 


ES 


iro + —4 
'pooe! 4 


K-10 a 
4 Co 0 aor 
=r : OE! 
O ce) = = 
= = 
B11d%o Slo 3 é « 
| [2 = > oO 2 AAS 3° 
en 4 z : « % 
_ eo; oO > 3 
oO 
é = &L {2 st 2S 
o i 2S © : 
x 40 ° i 
N = : 
s 7 5 : 
) 7 : 
=z 2 = i 
of o : 
agg 5000 
= 33x ; | 
Be ee eee ee Se SU Re ee a a eee bee ee es sateen saeco ee 


For text, see page 49 FIG. 5 - ORIGINAL SCHEMATIC OF (HW TRANSMIT iTER 
‘ : 


DIAGRAM - SCHEMATIC 
Hf & LF TRANSMITTER & RECTIFIER 


TINA 113 Mn 2-WH i re Ea, oe ee. Te 


| F t 7, rr es \ 

5 ‘ ‘ aie { 

$6 eased vas 4x0} 10,4 I] ne q an 
4 NES. = 

Ne Maleed ea i nat 


bh, 
ay 


oer 


gr-+—-+ Sy 
a 


OHA ARAT gt SEN oeT EE oy [ ‘4 bf a 
SURES ELS cae VY oes ire 
7 aie 210m wwe i 
: 3m. at a 4g 
. i ia = 
peaceceeeee esr mien eee 
were ay RS : — 
a ie2 irae : 
ClLLyv- ¢ ‘dla ee aU iis Sieve means Seon oe 
[ieee sa” ee as padi —"F- ae, ey a 
- Teak oe) & ute tgs ara : he Linn WwLNdS Sie "ee! : 
ttb-crpe ott | ‘us =i 2 : So 7m 
SUSSTR LPP eet 3: ] a 
: s cs $ = fee wa 
8 3 [| osf wet 


t 
i 
t 
) 


OS 


* 
eet. | 

5h 
— 


Fro 
AlddN$ WIMOd 2-091F rE — 


wo 
Hot oe 
122 { 


| 


mf 5 
D> > / % 


nile 


E * a 4: n i 
[ wa © wen wees S a 


x] UXbe 
v ie 7 oy 
| Samir ryan —H4 WOUND 


o—— — — 
BIND WITLI 


ie eke ee eee 


ag ene 
40 | | 
* 


bet 
“¥v ti 


a i 
as er ae 
Se Dovtad) i CRS 
: ie as 
Bae RS 
* 7 
i 


$ a 


i 
Bo. & 
a 1 
ies x - rs 
we ee 8 Be Se) beers - 
pod Lies 
Bete Se: mma wo ho t 


te Tre a ee ue yr 


ia i 


si ri 


a 


AWIX VIMA VWOL 


ohne 


ee ee 


FINAL 


l{-I/}] PAIAWATAWY IY 


hat oe 


aA 


69 


G ‘We 
‘DY AGI/ 
i — 
i 
‘WN E2/-HO/ AWAIX ‘AMA WW S2/ 
NEP OND AGLEF SSID +9 
&y 
NY N 
e sh g 
YAIS Ne ae $ 
ft 
9 & SSvT 
x S N 
> xX 9 a 
eae — p 
= f ; 


ZNS9 Seen 7 


SJ 
z 
wool | woos 
ge 
F7GIAL r 2059 


baw! 


/ = 
My NOILDZS ODN LLY M-O/ 


LNdN! ONOHd 
GOS FAITH AVIA 


= 5% f 
138/s< 
aN iS) 
t Ps 
~ co 
(o38 
aaa 
or, 
o, 
o 
oO 
WNOG 
com 
baw / DAY 


70 


By the wobbulator-scope method of IF 
alignment and coupling adjustment, 
similar scope patterns can be obtained 
as shown here. This response is in- 
dicative of the audio response of the 
tuner assuming a flat response of the 
audio system for the frequency range 
in question. 

The low frequency droop in the 
over-all response (modulated RF signal) 
as shown in fig. 4, is due to the audio 
characteristic of the system used. 
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CONVERTED BC-946B WITH SINGLE 
ENDED AUDIO SECTION 


CONVERTED BC-946B WITH PUSH-PULL 
AUDIO SECTION 
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BC-375 TRANSMITTER 


One of the most widely known and widely available units of surplus transmitting 
equipment is the BC-375. Due tothe relatively poor frequency stability of the trans- 
mitter, few amateurs have had the temerity to attempt to operate the transmitter as 
it originally was designed. By far the majority have disassembled both the trans- 
mitter proper and the tuning units for the wealth of usable components which they 
contain. 

However, this section describes a relatively simple and quite practical conver- 
sion procedure by which the transmitter may be operated substantially intact and 
still meet the FCC requirements for transmitted frequency stability of signals on the 
amateur bands. The conversion procedure consists essentially of two steps: (1) 
The construction of two power supplies, 24 volts d.c. at 7.5 amperes and 1000 volts 
at 300 ma., either of which is universal inits application so that it may be used with 
any item of equipment in addition to serving as a portion of the BC-375 transmitter 
system. And (2), the modification of the tuning units so that an external v.f.o. may 
be used to excite the original oscillator of the MOPA transmitter so that this stage 
operates as a buffer amplifier or as a frequency doubler. 


(a) Description of the BC-375 Transmitter: 


The BC-375 transmitter originally was designed for and used in larger military 
aircraft. It is capable of delivering 45 to 100 watts output over a wide frequency 
range into an antenna system such as could be installed on an aircraft, The r-f cir- 
cuit uses a 211 (VT-4C) as master oscillator and another 211 as power amplifier. 
The audio system uses a 210 speech amplifier or tone generator and a pair of 211 
tubes in push-pull as modulators. 

The transmitter is provided with a quite flexible antenna-loading circuit. The 
output may be coupled into a single straight wire of any reasonable length. 

Power requirements for the BC-375 are 24/28 volts DC at approximately 600 
watts for CW operation and about 850 watts for phone. Plate voltage is obtained 
from the PE-73 28-volt dynamotor which requires approximately 20 amperes under 
normal operating conditions. Its high voltage output is 1000 volts at 500 ma. 
Physically identical with the BC-191, the dimensions of the BC-375 are 20" high x 
22" wide x 8" deep. 

The complete equipment, with the BC-375 as the primary component, is as fol- 
lows: 


Transmitter. .........6.4.6.6 BC-375 

Tuning Units. ..........066. TU-5B (1500-3000 kc.), TU-6B (3-4.5 Mc.), 
TU-7B (4.5-6.2 Mc.), TU-8B (6.2-7.7 Mc.), 
TU-10B (10-12.5 Mc.) 


Antenna Tuning Unit. ......... BC-306 
Dynamotor. ... 0... 5 2 ee eee PE-73 
Carbon Microphone.......... T-17, etc. 


The significant difference between the BC-191 and the BC-375is thatthe former 
operates from 12-volt source for its filament and relay circuits. In the DC version 
(component of the SCR-177), the transmitter plate power was derived from a 12-volt 
dynamotor, while in the AC version (component of the SCR-188) all transmitter 
power requirements were derived from AC power unit RA-34. This power unit, de- 
signed to operate from 105-125 volts or 210-250 volts, 50/60 cycles, furnishes fila- 
ment, mike, and plate voltages for the 12-volt transmitter. The dimensions of the 
RA-34 are 13-7/8" x 12-11/16" with its weight being 140 pounds. 


(b) Power Supply Equipment: 
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If one is not a proud possessor of an RA-34 power unit, two power supplies for 
the filament and plate requirements of the BC-375 must be constructed. The fila- 
ment power supply must provide 24 volts DC at approximately 8 amperes. The con- 
struction of this unit involves more expense than if only AC transformers are used, 
but is justified for several reasons, First, it is very difficult to get at the filament 
circuits to make any changes. Second, direct current must be used to permit the use 
of the antenna relay. Third, a certain amount of AC hum from the filament tubes 
must be tolerated unless special balancing circuits are used with AC filament power. 

A power supply to meet the requirements is shown in Fig. 2. The selenium 
rectifier, with a single section filter, provides sufficiently smooth DC for operation 
of the filament and relay circuits. 

The high-voltage plate supply must deliver approximately 1000 volts at about 
300 ma. The circuit shown in Fig. 3 for the high voltage supply has proven to be 
satisfactory. As previously mentioned, this supply is of conventional design so that 
it may be used with other equipment. Power connections to the transmitter are 
made at the plug connections as also shown in Fig. 3. 


(d) Modification for VFO Excitation: 


The two power supplies described above will operate the transmitter as it was 
originally used in the military service. However, the instability ofthe master oscil- 
lator is considerably outside the limits for amateur operation as specified by the 
FCC, This situation may be corrected by modifying the original master oscillator to 
function as a neutralized buffer amplifier stage driven by an external VFO. Any 
VFO with sufficient power output and the proper frequency range will be satisfacto- 
ry. However, the surplus SCR-274N transmitter, when converted, serves the pur- 
pose very well.* The output frequency of the VFO must be 3.5 Mc. for 3.5 and 7 
Mc., and 7 Mc. for 7 and 14 Mc. transmitter operation. The BC-459 (7 to 9.1 Mc.) 
when used as the VFO permits both 40 and 20 meter operation. For 20 meter oper- 
ation, the original master oscillator stage functions as a doubler. Although this 
stage is quite inefficient when operating as a doubler, satisfactory operation can be 
obtained by supplying adequate drive from the VFO. 

If the BC-696 transmitter (converted) is used for the VFO, 80 and 40 meter op- 
eration of the transmitter can be obtained. It should be noted that frequency multi- 
plication greater than two in the converted master oscillator stage is unsatisfactory 
due to low efficiency. 

To modify the original master oscillator for operation as a neutralized buffer 
amplifier stage or as a doubler, it is necessary to construct a tuned grid circuit for 
the VT-4C (211) stage. This circuit consists of a tank which may be tuned either to 
the 80 or 40 meter bands, It is link coupled as shown in Fig. 4 to a coaxial con- 
nector mounted on the side of the transmitter, 

The tuned circuit is mounted on the main frame of the transmitter and should 
be located as near to the tube as is possible. It should be placed just behind the 
front panel with its tuning and switch controls brought out through the panel. The 
circuit and the components required are shown in Fig. 4. 


(e) Conversion of the Tuning Units: 


Modification of the tuning units primarily involves changing the original oscil- 
lator circuit to a neutralized amplifier or doubler circuit. Additional modification 
of the excitation and neutralization taps for the PA also are suggested for increas- 
ing excitation to the PA. The tuning units described provide 80, 40 and 20 meter 
operation with sufficient excitation to the final to realize an RF output of approxi- 
mately 100 watts. 


* "Surplus Radio Conversion Manual", Volume I 
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Tuning Unit TU-6B (3-4.5 Mc.): 


This tuning unit requires only minor changes to permit straight-through opera- 
tion from the 80-meter VFO. An added 50 uufd. variable transmitting-type conden- 
ser is used at the cold end of the buffer tank for neutralizing as shown in the con- 
verted TU-6B schematic diagram, Fig. 5. The condenser is mounted in the buffer 
compartment (originally oscillator compartment) with its screwdriver adjustment 
accessible through the rear panel of the tuning-unit chassis, Stand-off's should be 
used for mounting the condenser. 

For increased excitation to the PA, the excitation tap is moved to the "hot" end 
of the coil while the neutralizing tap relocated at the bottom or "cold" end. Switching 
of positions for these two taps should be obvious from the "before and after” dia- 
grams, Fig. 5. 


Tuning Unit TU-8B (6200-7700 kc., 40 Meters): 


This unit may use the buffer stage as a straight through amplifier or as a 
doubler, depending on the VFO source. Output is for 40-meter operation. 

The same operations for modification are required as in the case of the TU-6B 
if excitation is to be supplied on 7 Mc. Considerably less capacitance is required 
for the added neutralizing condenser, thus permitting the use of a 25 uufd. variable. 
Similarly, the control shaft is extended through the rear of the unit for screwdriver 
adjustment. The neutralizing condenser is added to the TU-8B in the same circuit 
position as shown for TU-6B in Fig. 5 if excitation will be supplied on 7 Mc. to the 
unit. Fig. 6 shows the proper circuit connections for the TU-8B when the first 211 
tube is to be operated as a doubler from 3.5 Mc. with 7 Mc. output. Note that it is 
not necessary to install a neutralizing condenser when this stage is to be operated 
as a doubler. It is necessary, however, to remove the oscillator feedback condenser 
from inside the tuning unit, as shown in Fig. 6. The excitation and neutralizing 
leads to the PA should be interchanged as described for the TU-6B to provide 
greater drive for the PA. 

If the neutralized buffer amplifier stage is to function as a doubler, neutraliza- 
tion for this stage is not necessary. However, to improve its doubling efficiency, 
the grid bias for the stage is increased. This is accomplished by inserting a 75K 
ohm resistor in the grid bias lead as shown in Fig. 6. Even though this operation 
materially improves the doubling efficiency, considerably more drive from the VFO 
is required for doubling than for straight-through operation. 


Tuning Unit TU-10B (10-12.5 Mc., 20 Meters): 


For 14-Mc. operation, with excitation from the VFO on 7 Mc., the buffer ampli- 
fier must function as a doubler. As mentioned previously, this stage is not efficient 
as a doubler. To compensate for the inefficiency, added drive from the VFO is re- 
quired as well as increased bias for the stage. The additional bias is obtained by 
insertion of the 100K resistor in the grid-bias lead as shown in the schematic dia- 
gram, Fig. 7. 

As mentioned above, neutralization is not required for the buffer stage when it 
functions as a doubler, thus eliminating the need for the neutralizing condenser re- 
quired for straight-through operation. The PA excitation and neutralization taps 
are interchanged for increased excitation as with the other tuning units. 

One more operation is required to bring the tuning unit into the 14-Mc. range. 
This involves shorting out one turn at the cold end of both the buffer amplifier and 
PA tank coils. The shorting can be accomplished by flowing solder across the two 
end turns in both cases. One point that should be mentioned is that the taps on the 
buffer coil must remain an equidistant number of turns from the center-tap connec- 
tion. 
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BC-375 TRANSMITTER 
ORIGINAL SCHEMATIC 


TYPICAL TRANSMITTER TUNING UNIT Tu-s-8 
SRS CSS RS SS Se site spe eee oa ee 


e . BC-375 TRANSMITTER 
i or ORIGINAL SCHEMATIC 


({) Modifications for the Modulator: 


The existing modulator is incapable of full modulation of 100 watts output from 
the PA. This is due to insufficient drive from the carbon mike and the 210 audio 
amplifier. 

Since a pair of push-pull 211's are capable of much more audio than really 
necessary, increased drive will solve the problem. This may be accomplished by 
inserting an additional audio stage between the mike and the 210 stage. For con- 
venience, the added tube may be coupled to the 210 through the existing mike trans- 
former, with a plate to 200-ohm transformer used to match the plate of the added 
tube to the existing mike input. 

A more refined solution to the audio amplification problem would be to con- 
struct a new preamplifier and driver to replace the 210 stage. The driver trans- 
former to the modulator grids has several taps ranging from 150 to 4000 ohms, 
thus allowing flexibility in the choice of the output stage of the audio amplifier 
driver, 

Higher bias is required for increased output from the class B 211 modulator. 
Fixed bias is preferred and can be obtained from a 75 bolt B battery. It should be 
noted that the modulation can be increased materially without the addition of fixed 
bias. However, it is suggested that fixed bias be added since modulator bias was 
obtained from the PA grid leak resistor in the original circuit. Hence the modulator 
bias fluctuates with the PA grid current. 


(g) Operation: 


Operation of the BC-375 transmitter on amateur frequencies does not require 
the BC-306 antenna tuning unit. Various feeding circuits may be selected by the 
antenna circuit controls. The BC-375 output circuit is not readily adaptable to 
feeding a balanced load, although satisfactory results often may be obtained. 

Antenna loading can be roughly determined by the RF ammeter located in the 
upper part of the antenna tuning section. During initial tests and tuning, reduced 
voltage should be used so as to avoid damage to the tubes. The original calibration 
charts will not be correct for the new tuning unit circuits. Therefore the dials 
should be recalibrated with a reliable frequency meter, 
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CONVERSION DATA FOR THE MODEL 
TA-12B AND TA-12C BENDIX TRANSMITTERS 


The Bendix TA-12B transmitter comprises a remotely controlled, four-channel, 
40-watt output, master oscillator type transmitter. The four-channels provide tele- 
phone, CW, or MCW operation in the frequency ranges of 300-600 kc. and 3000 to 
7000 kc. The TA-12C covers the range 300-600 kc. and 3000-12,000 kc.; otherwise 
the two are identical. 

The transmitter is one of the most attractive to appear on the surplus market 
and is ideal for the amateur in need of a desk-sized transmitter to cover several of 
the amateur bands. 

The unit is quite light, weighing only about 35 lbs, and in physical size is 15-1/8 
inches wide, 10-1/4 inches high and 6-3/4 inches deep. 

The equipment was designed to be operated from a primary power unit consist- 
ing of a DC dynamotor requiring 24 volts at 14.8 amperes. The modulator is part of 
the power unit chassis. However, the power supply (MP-28B) is usually not avail- 
able, 

Each of the four channels has its own oscillator and each uses a type 12SK7 tube. 
The IPA stage consists of an 807, while the PA is composed of (2) 807 tubes in par- 
allel. The modulator (part of MP-28B), is composed of two amplifiers, a 6N7 anda 
6F6 driving a pair of 807's in PP. 


(a) Filament Conversion: 


The tubes in the transmitter proper are wired originally for operation from 24 
volts and are in series-parallel. The first step in the conversion is to rewire these 
for 6.3-volt operation by placing all tubes in parallel. This can be accomplished 
quite easily be referring to the "before and after’ diagrams given in Fig. 1. Note 
that since the 12SK7 type tubes have 12 volt filaments, it will be necessary to re- 
place them with 6SK7s. If desired, the entire tube line up may be wired for 12-volt 
filament operation and the 12SK7's will not have to be replaced, But in this article 
6.3-volt operation is assumed. 


(b) Elimination of Keying Relay K101 and Substitute Circuits: 


Relay K101 acted as an antenna change-over relay and switched plate voltage to 
the osc. and doubler in addition to other functions, As this relay operated from 24 
volts DC, it must be removed and the circuit modified. 

This procedure is as follows: Clip all wires to K101 and remove it from the 
transmitter. All of these wires may be taped up or removed, with the following 
exceptions: The lead from terminal 10, which is the plate voltage lead for the osc. 
and doubler, should be jumpered to the wire on the relay contact to which it would 
normally make contact when the relay operated. This will enable application of 
plate voltage directly to the osc. and doubler. In addition, the lead from the antenna 
terminal through meter M101 should be jumpered in place of the normal relay con- 
tacts. This lead will now run directly from the antenna terminal through M101 and 
to the swinger of S102F. (S102G is no longer used asit merely applied voltage toan 
external antenna loading coil relay when the transmitter was set on the low-fre- 
quency channel, number 1.) See Fig. 2. 


(c) AC Power Supply and Modulator to Replace Original Unit: 
As the fundamental power source was a 24-volt DC supply, it will be necessary 


to build an equivalent AC power supply to furnish voltages for all filaments and for 
the tube plates. This will have to be constructed on an external chassis. A modula- 
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tor capable of 100per cent modulationis also built on the same chassis as the power 
supply. These two units may be wiredin accordance with Fig. 3. Pay special atten- 
tion to the terminal connection numbers as these will coincide with those at the 
transmitter. 


(d) Metering Information and Keying Data: 


M101 on the front panel indicates antenna current at the transmitter output ter- 
minal. The two jacks J102 and Ji03 provide meter connections for measuring 
cathode currents of the doubler and PA tubes. J103 may also be used to key the 
transmitter for CW use as it opens the cathode circuit of the PA. 

A 22.5-volt battery is placed in series with terminal 14 along with an added 
metering jack to register PA grid current. See Fig. 2. 


(e) Operating Data: 


After connecting the power supply/ modulator unit to the transmitter as shownon 
the diagrams, set the OSC TUNING dial for each channel to the reading correspond- 
ing to the desired frequency. The frequency calibration curves Figures 4 and 5 will 
permit setting the frequency to approximately plus or minus .5%,. A frequency check 
should be made with an external frequency meter for greater accuracy. 

The following tabulation shows the frequency coverage of each channel: 


Channel TA-12B TA-12C 
1 300-600 ke. 300-600 kc. 
2 3000-4800 3000-4800 
3 4000-6400 4800-7680 
4 4370-7000 7680-12000 


The switch (S2) of the power unit should be thrown to the off position, and AC 
applied to the power unit by closing switches Sland 85, After a minute or so warm 
up period, $2 should be thrown on, applying plate voltage to the tubes, (Note: when 
using CW, switch S3 should be closed, shorting the secondary of the modulation 
transformer to prevent damage to the transformer. For phone, of course, it should 
be left open.) 


(1) Rotate the output TUNING dial of the desired channel as far as possible ina 
CCW direction, thus placing the entire load coil in the circuit. Set the antenna ca- 
pacitor switches (S104, 105 and 106) to the OUT position, These switches are on 
the same mounting board as the Channel 1 loading switches. (2) Set the plate 
capacitor switches (S109, 108, 107) to the OUT position. These are accessible when 
the transmitter is removed from its case. Set the output loading coil of the desired 
channel to 50, which corresponds to maximum capacitance, (3) Connect an antenna 
to the antenna terminal (115 feet of straight wire will work very well.) (4) Set the 
channel selector to the desired number and close the telegraph key, which can be 
plugged into J103, Rotate the channel loading dial from 50 to 0 observing the PA 
plate current. (A meter will have to be placed in series with the key to observe 
this.) Rotate the channel TUNING control and channel LOADING control untila dip 
in PA plate current is noticed, A setting should be found which will give a dip in 
plate current to approximately 180 ma. To obtain proper loading it may be neces - 
sary to connect the fixed plate capacitor in parallel with the variable by means of 
the switch ($109, 108, 107) onthe rear plate of the coil and capacitor assembly. 
It may also be necessary to connect the antenna series capacitor in the circuit by 
means of $104, 105 or 106. The antenna current as indicated by M101 should pass 
through a peak at approximately the same tuning point that gives minimum plate 
current. It is possible to tune to a harmonic of the desired frequency, So a wave- 
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meter should be used at all times as a check on the output frequency. 
(f) General Notes: 


The test key on the front panel may be wired in series with J103 if desired and 
used for tuning purposes, allowing a meter to be plugged into J103. 

It may be advisable to insert an r-f choke in series with the B plus lead to the 
transmitter final tank coil. This lead should be by-passed to ground. 

Schematic circuit diagrams of the transmitter and original power supply unit 
are given in Figs. 6 and 7. 

With this conversion it will not be possible to make use of the remote control 
unit, due to the lack of 24 volts DC for operation of the control motors. 
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TA-12B Transmitter 


TA-12B Bottom View After Conversion 


FIG. 8 
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CONVERTING THE AN/ART-13 OR (ATC) AIRCRAFT TRANSMITTER 


The Collins ART-13 Autotune Transmitter and its Naval counterpart, the ATC, 
were designed for use in the larger types of Army and Navy aircraft. They are now 
available on the surplus market in limited quantity. 

This unit is truly the answer to the desire for a beautifully versatile rig cover- 
ing all the amateur bands between 2000 and 18,100 kc. By simple conversion the 
10-meter band may be added. Provision is made in the design for addition of a 
unit to cover the range of 200 to 1500 kc. But, as this range is useless for amateur 
operation, the space allowed for this section may be used for the addition of a 10- 
meter stage. 

Phone or CW may be used with about 200 watts input to the final. Monitoring 
circuits are built into the set for both. CW speeds up to 25 WPM are possible. 
However, if higher keying speeds are desired it is suggested that block-grid keying 
of the final amplifier be used. 

Probably the most noted characteristic ofthis transmitter is the autotune mech- 
anism which allows selection of any one of 11 preselected frequencies, pre-tuned 
and ready to operate approximately 30 seconds after the selector dial is set to the 
channel desired. This mechanism may also be set into operation from a remote 
position by means of a separate control box, allowing the transmitter to be installed 
in a basement or garage and yet operated from within the house. In addition, a fre- 
quency-mever type VFO is incorporated, A crystal calibrator is included to check 
the calibration of the VFO. 

The transmitter is only slightly larger than the standard communications re- 
ceiver and weighs just 70 lbs. It is of rugged construction and looks well enough 
to be placed in the most particular ham shacks. It is housed ina black wrinkled 
aluminum cabinet 23-5/8 inches wide by 16 inches deep and 11-3/8 inches high. 
Provision is made for use with a shock-mount base, 

The tube complement is as follows: 


1 - 837 electron coupled oscillator 

- 1625 (12 volt 807) doubler, tripler or quadrupler, depending upon frequency 
desired 

1 - 1625 tripler 

1 - 813 power amplifier 

1 - 12SJ7 speech amplifier 

1 

2 


rare 


- 6V6 driver 
- 811 modulators 
1 - 6V6 sidetone audio amplifier 
1/2 ~ 12SL7-GT calibration-crystal oscillator 
1/2 - 12SL7-GT frequency tripler 
1/2 - 12SL7-GT calibration detector 
1/2 - 12SL7-GT tone oscillator 
1 - 12SA7 mixer (in frequency divider) 


(a) AC Power Supply for the Equipment: 


The main problemin converting this transmitter isin constructing a power sup- 
ply so that the equipment may be operated from the standard 115-volt a-c line. In 
fact, if operation on the 28 Mc. band is not required, the construction of the power 
supply is all that is required before placing the transmitter on the air. On the basis 
of the conversion of a number of these excellent transmitters it has been concluded 
that the most satisfactory method of constructing the power supply is that method 
which requires no modification or extensive disassembly of the transmitter. 

To meetthe above requirement it is necessary that the power supply furnish the 
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following voltages and currents: 


27 volts d.c. at 10 amperes 
400 volts d.c. at 225 ma. 
1250 volts d.c. at 250 ma. 


The 27-volt d-c power supply lights all filaments and heaters and the pilot lamp, 
powers all relays, and operatesthe autotune mechanism. The 400-volt power supply 
runs the v.f.o., exciter, crystal calibrator, speech amplifier, and in addition supplies 
screen voltage to the 813 final amplifier. The 1250-volt power supply provides plate 
voltage for the 813 when operating on c.w., and in addition supplies plate voltage to 
the 811 modulators when operating on phone. 

Figure 1 shows a complete power supply for the transmitter. A bridge selenium 
rectifier is used for the 27-volt supply, while mercury-vapor rectifiers are used 
for each of the other power supplies. Choke-input filters are used in all three of the 
power supplies. The 12.5-ohm resistor in series with the negative return for the 
high-voltage power supply will give a full-scale reading of 320 ma. when the meter- 
selector switch on the panel of the ART-13 is placed in the "P,A. PLATE" position. 
The lead to terminal 7 of the ART-13 power plug is not used. This lead was used in 
the aircraft installation to turn the equipment on. With this power supply the equip- 
ment is placed into operation by closing the main switch in the 115-volt a-c line. 
Note that a separate switch has been provided for turning offthe high-voltage supply 
when tuning the transmitter or checking frequency; the low-voltage system operates 
normally with this switch turned off, but no high voltage is applied to the 813 or to 
the 811's, Always be sure that the "CALIBRATE-TUNE-OPERATE" switch on the 
transmitter is in either the "CALIBRATE" or the "TUNE" position when tuning or 
calibrating the transmitter. If this is not done, damage to the screen of the 813 may 
occur as a result of excessive screen dissipation. With the power supply circuit as 
shown, the plate-voltage supplies will be in operation at all times when the "VOICE- 
CW-MCW' switch is in either the "CW" or "MCW" position, although the "MCW" posi- 
tion of course will not be used. For this reason Sg has been included to provide for 
control of the application of plate voltages to the transmitter from the operating po- 
sition. 


(b) Adding the 10-Meter Multiplier: 


The upper frequency limit of the ART-13 transmitter is 18.1 Mc. Hence the in- 
clusion of an additional multiplier is necessary if operation on the 28-Mc. band is 
desired. This multiplier may be mounted in the space in front of the 813 tube which 
was provided for the low-frequency oscillator. A metal shelf or subchassis is in- 
stalled in this space. A power plug which carries all necessary voltages for the 
added stage is already provided in the compartment. A 1625 tube is used for the 
added stage since its filament may be connected to the power plug after the 28-ohm 
resistor is removed from the circuit. This resistor was provided to give the same 
drop as the 1625 tube for which it substitutes when the low-frequency oscillator is 
not used. The circuit of the stage is given in Fig. 3. A variable condenser across 
the plate coil of the 1625 may not be required. Tuning is broad and may be accom- 
plished by decreasing or increasing spacing between the coil windings. The stage 
may be operated either as a doubler or tripler, but in this particular conversion a 
tripler appeared to give much better results. Coil data for a tripler stage is given 
in Fig. 3. 

A 10-meter final tank circuit must also be constructed. The coil is best 
mounted on the relay K-105 located just to the left of the new 10-meter compart- 
ment as viewed from the front panel. This relay, K105, originally switched the 
813 plate to an external loading coil for low-frequency operation. The 10-meter 
tank circuit is merely hooked between the relay output contact and ground. Coil 
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data is given on the 10-meter circuit diagram Fig. 3. In these units it is advisable 
to remove the low frequency RF choke L-109, and move C-128 (.002) into the for- 
mer position of L-109. The high-voltage lead is then connected to one side of C-128 
and to the bottom of the high-frequency choke, L-108. The other side of C-128 is 
grounded, The 10-meter antenna connection can now be made to the external load- 
coil terminal if a lead is run from the load cou terminal to a tap on the 10-meter 
tank. 

To switch from 10-meter cneration to any one of the other frequencies, two 
methods may be used. The first method allows fully automatic operation and uses 
a double pole, double throw relay mounted on the panel in the bottom of the trans- 
mitter near the grid of the 813. Activation of this relay is accomplished by the 
same current source which supplies the external antenna change-over relay. The 
second method involves the use of a four-pole double-throw switch mounted near the 
grid of the 813 and wired according to Fig. 3. Both methods merely break the lead 
from the multiplier stage plate to the 813 grid and connect either the 10-meter 
multiplier section or the normal HF oscillator to the 813. 

For 10-meter tuning, the transmitter controls "A" and "B" are tuned in the nor- 
mal fashion to 1/3 of the required 10-meter frequency. Controls "D" and "E" are 
not important but control 'C" should be placed on position 7 to close the internal 
switch in series with the key and to short out the HF pi-network coil. 

After switching to 10-meter operation, turn on the transmitter and tune the 
tripler for a maximum reading of 813 grid current with the meter switch in the 
"Tune" position and the emission switch in the CW position. The 813 tank is then 
tuned for minimum plate current. 


(c) Autotune Mechanism: 


To tune manually, the locking bars are left tight and the channel switch turned 
to "Manual". After the mechanism has stopped, the knobs are set as stated in the 
calibration book and the transmitter is tuned normally. 

To preset a channel, turn the channel switch to the number desired. When the 
mechanism stops, the locking bars are loosened and the transmitter tuned normally. 
The knob positions are noted and turned CCW 1/4 turn and then returned to the po- 
sition noted. The bars are locked while holding the knobs in position. This channel 
is now preset the another can be set up. 


(d) Calibration Instructions: 


The internal crystal-controlled calibration oscillator provides an accurate 
(within .01%) check point every 100 to 600kc. This is accomplished by zero-beating 
the master oscillator with the output of the crystal-controlled calibration oscillator 
at the nearest check point given in the calibration book. Then the "B" dial pointer is 
moved to correct the dial reading at the check frequency. A 200-kc. crystal is used 
as the controlling standard. The "Calibrate-Tune-Operate" switch must be in the 
"Calibrate" position during this operation. 


(e) Operating Notes: 


One feature of this transmitter which may be disturbing is the possibility of 
tuning to a harmonic of the desired frequency. The remedy for this is to note the 
dial readings when you are positive of the frequency and suspect any great deviation 
from these readings at later dates. Meter readings cannot always be relied upon and 
a simple absorption-type wavemeter will come in very handy when in doubt. Also, 
MCW operation is legal only on the 11-meter band. 


(f) Microphone Data: 
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The transmitter is designed for use with a low-resistance (40-ohm) carbon mi- 
crophone or a high-output 200-ohm dynamic microphone, neither of which is readily 
available. A much better arrangement may be had by rewiring the microphone 
switch as shown in Fig. 4. R-201, 202, 203 and 204 are removed, along with C-201. 
If itis desired to use a high-impedance dynamic mike or crystal mike, a speech 
amplifier stage will have to be built into the space occupied by T-201 and associated 
parts. This stage may be a 6J5 used in the conventional manner.* 


(g) Cooling: 


Due to the unusual compactness, this transmitter will operate quite warm. In 
the event that better cooling is required, the rear plate behind the 813 compartment 
may be removed. Alternatively, a small blower or fan can be mounted on the rear 
panel of the transmitter. 


(h) General Notes: 


A time-delay relay may be advantageous in the power supply to prevent plate 
voltage from being applied before the tubes have heated up. 

It is important to note that when the "Emission" switch is in the "Off" position, 
it doesn't remove the power whenthe AC power supply is used. The switches shown 
in the power unit diagram must be used. 

Two antennas will probably be used and, for ali bands except 10 meters, a long 
wire 118 feet long and tapped 16 feet from the center will function very nicely. For 
10 meters, a dipole or a rotary array may be fed in the conventional manner. 

Full-scale meter readings on the ART-13 are: 


Position: Full Scale Reading: 

Battery Voltage 54 volts (28 volts in marked position) 
PA Grid 17 ma. 

PA Plate 320 ma. 


Tuning should always be done in the CW position so that meter readings obtained 
will not include the current drawn by the modulator tubes. Static in the modulator 
is about 40 ma. 

(i) Schematic Diagram 

See center spread, page 68. 

* For information on this added stage, and for other information on the conversion 


of the ART-13 transmitter, see "SURPLUS RADIO CONVERSION MANUAL", Volume 
Til. 


94 


HDLIMS 
SJOVLIOA = 
aLlvdd 
SLOWSY 
OL SOV31 


pak 
ZS 


©OOO®HOOOO 
ea 


‘MOL UG'2h 


“WW OS2 


“WW OS¢e 
‘AH B@ ONISNIMS 


“WW OS2 
‘AH 2b ONISNIMS 


‘MS Y3aMOd 
‘NH OWS 


95 


OeiginAL FILAMENT oF ART-I3 TRANSMITTEL 


/ 


Ff 1625(V-103) 1623(V-102)\ 837 (v-10/) _ 
! | 
| 
| | 
| 
pare | ME OSC. | 
2-133, 500. 
7 ao 
12ST 7(V-20) 6V6 eve (v2d) /625 (V-40)) } 7 
A202 
PA 2 7 7 ) 
SY mon. eur KEMe | = | 
= GC LF OSC. | 
EN 105) 


/25L7 12SL7 


| 
| 
| 
| 
| 
| 


V2203 V2201 


MCW CFI 


fig 2 


AUTO TUNE 
MoTor 


ART-13 MICROPHONE SWITCHING CIRCUIT 


To 7-20! 


etd fig 4 


uf 


96 


2/ fra 2] 72WUNF2/ ON SNANL G 2-7 
31/W10. ‘zy TAWYNZ OJ ON SNANL CO 1-7 


a3sn ad Q Si 
ANY NOWWOS Vv 


SINOA 92- 


av ANNO 4 
ADANNOD Avia 
dias cig 
W0> avon 4H 200° 
WNASLNY = {—» 


NOIWWO? OL 
Ed M1/%00/ 
AAONML3EN 


ld aL 100" M2/000/ 


97 


waoN1LaN 
a OL 
G31, 23NNO> ~* 
AGW 3410 


NOILDTIS AFLIW-O!l El-1LAY 


Cort TURNS VS. FREQUENCY BANDS 
(Cov DIAMETER = COIL Lenern) 


3.5-3.9Me 70-73 Me /4,0-14.4Mc 28.0 -29.7 Mc 


RESONANT /90 MMF 95 Mme SOMME 25 MME 
CAPACITY 


98 


SIMPLIFIED COIL WINDING DATA 


It is frequently necessary to wind new coils in the conversion of surplus equip- 
ment as well as in the construction of standard communications items. These coil- 
winding charts were devised as an assistance to those persons who occasionally do 
have need to wind a coil of relatively standard dimensions, The curves are plotted 
in terms ofthe major amateur bands and in conjunction with the resonant capacitance 
which will give a moderate value of Q under average operating conditions. 

The curves of figure 1 and figure 2 are derived in each case for a specified 
diameter-to-length ratio, The resonant capacitance quoted includes the stray cir- 
cuit and tube capacitances which exist in the circuit. The curve "Turns per inch for 
common wire sizes" is included as a guide in determining the length which will be 
required for a specified number of turns for these wire sizes. 
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Coll. TURNS VS. FREQUENCY BANDS 
(Core LENGTH =/4 Cou OrameTeR) 


TURNS 


B5-3.9mC 70-73MC 14.0 - 14.4 MC 28.0 -29.7mc 


RESONANT  [9O/MMF 95 MMF 50 MMe 25 MMF 
CAPACITY 
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RADIO EQUIPMENT FOR LIGHT AIRCRAFT 
EMPLOYING THE AVT-112A TRANSMITTER 


The surplus market has made available a radio equipment, appropriately small 
and light weight, that is readily adaptable to light aircraft installation, Modification 
problems are generally quite simple. The complete radio installation may be made 
at a fraction of the cost of similar equipment on the standard market, 

As is apparent to persons connected withthe operation and servicing of aircraft, 
any installation of radio equipment must be subject to CAA inspection and thence 
operated only by personnel properly licensed by the FCC, 


(a) Description: 


The AVT-112A transmitter, specifically designed for light-aircraft use, pro- 
vides reliable radio-telephone and CW transmission over moderate distances on any 
frequency within the band of 2500 to 6500 ke. It isa crystal-controlled unit capable 
of delivering 6 to 7 watts of RF power to the antenna, The AVT-112 is 5-3/8" high, 
6-1/4" wide, 4-7/8" deep, and weighs 6 pounds. 

The unit operates from a 6, 12 or 24 volt source in conjunction with its associ- 
ated plate voltage power supply which is a separate unit in the installation. 

Six tubes are employed in the transmitter as follows: 


6V6 Pierce crystal oscillator 
6V6 Power amplifier 

(2) 6V6's Modulator (push-pull) 
6AF6 Dual type, tuning indicator 
6SL7 Tuning Indicator amplifier 


The crystal oscillator circuit is of the untuned Pierce type which does not re- 
quire tuning adjustment regardless of the crystal frequency used, For convenience 
and quick change of crystals, the crystal holder is located on the front panel of the 
transmitter. The holder is designed to accomodate the following types of crystals: 
AVA-10, AVA-53, MI-8412, VC-2, and Signal Corps type FT-243. 

A single-ended 6V6 stage is used as the power amplifier and is modulated bya 
pair of 6V6's operating push-pull. The modulator grids are driven directly by a 
carbon microphone through a mike-to-grid transformer, Excitation for the micro- 
phone is obtained from a tap on the 6V6's common cathode resistor. 

Tuning adjustment of the PA and antenna loading is accomplished by the use of 
the dual electron eye indicator on the front panel. Its two sectors indicate the rela- 
tive PA cathode current, antenna current, and modulation level. No other metering 
is required for tuning adjustments, However, actual PA plate current may be de- 
termined from a meter plugged into the jack located on the back of the transmitter 
unit. 

In addition to the antenna loading and antenna coupling controls, a loading 
selector switch provides the required loading adjustments to match most conven- 
tional type antennas including the fixed "V" and the trailing wire type. The antenna 
circuit is also provided with an antenna switching relay which permits receiver use 
with the same antenna. 

An intercommunication system which utilizes the modulator as an AF amplifier 
is incorporated in the transmitter unit. The intercom system is switched into op- 
eration by the fourth position of the antenna selector switch, When in this position, 
the radio portion of the transmitter is completely disabled. All connections to the 
transmitter, with the exception of the microphone, are made from the rear of the 
unit. 
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(b) Adjustment and Operation of the AVT-112: 


After installation with an appropriate power supply, the desired crystal installed, 
and the microphone plugged in, the transmitter is ready for initial operation adjust- 
ments, Approximately 30 seconds warm-up time for the filaments should be allowed 
before operating. 

Tuning adjustments for the AVT-112 fallinto two phases: PA tuning, and loading 
the transmitter to the antenna, These adjustments should be done in the following 
manner to insure proper operation: 


PA Tuning 

(1) Set Selector Switch (B) to position 3 

(2) Set "Ant. Load." coarse (C) and fine (D) controls to position 1 

(3) Set "Ant. Coup." (E) to position "O" (extreme counter-clockwise) 

(4) Adjust "PA Tuning" (A) to resonance as indicated by minimum shadow angle 
on lower sector of tuning indicator tube, and lock. (If two resonant points 
exist, select the lower frequency which will be the fundamental.) 


Loading Transmitter to Antenna: 
This adjustment should be made while airborne. 


(1) Set "Selector Switch" (B) to, 

Position 1 (trailing antenna, all frequencies) 
Position 2 (fixed antenna, low and medium freq.) 
Position 3 (fixed antenna, medium and high freq.) 

(2a) Adjust length of trailing antennafor maximum shadow width on top sector of 
tuning indicator with "Ant. Coup." (E) set at approximately 30 (dial reading), 
Readjust both antenna length and "Ant. Coup." for maximum shadow angle on 
tuning indicator. Note the following approximate antenna lengths versus 
frequency to aid in antenna adjustments: 


Frequency Approx. Total Length 
3000 15 feet 
4000 55" 
5000 45 " 
6000 40 " 


(2b) For fixed type antenna: Set "Ant. Coup." to dial reading of 30, and adjust 
"Ant. Load", coarse (C) for maximum shadow angle on upper sector of tuning 
indicator. Increase "Ant, Coup." (E) for maximum shadow angle. Recheck 
both antenna loading and antenna coupling to obtain widest shadow angle on 
indicator. 

In event that there are two loading points indicated when adjusting "Ant. 
Load." (C), select the point of maximum dial reading which still provides 
use of the fine adjustment (D), Proper setting of "Ant. Load." is indicated by 
greater antenna current with an increase of antenna coupling from its origi- 
nal setting (dial reading, 30). 

Upon loading the transmitter, normalincrease in PA current, as indicated by the 
widening shadow angle onthe lower sector ofthe tuning indicator, should be apparent. 
No retuning of the PA is necessary. 

When the antenna circuit is properly tuned, any change in the PA tuning will re- 
sult in a decrease of antenna current. 

Modulation is indicated by variation in shadow angles of both sectors of the tun- 
ing indicator. Modulation of 100% is indicated by the top sector of the tuning in- 
dicator when the shadow just reaches minimum width (closes). 
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Control positions for the above adjustments should be apparent from the front 


photograph of the AVT-112 transmitter unit. 


(c) 


Complete Equipment for Aircraft Installation: 


For a complete radio installation, the following described components are neces- 


sary with interconnections as shown in Fig. 3: 


(1) 
(2) 


(3) 


(4) 


(5) 


Radio Transmitter, AVT-112A (described above). 


Power Supply Unit: 

In addition to the aircraft battery a separate power unit is required to supply 
the required plate voltages for the transmitter and receiver. The original 
power unit associated with the AVT-112 is the AVA-126. Itis of the vibrator 
type and capable of supply 320 volts at 110 ma. as required by the AVT-112. 
This unit is 7-1/16" x 7" x 7-5/16" and weighs 10-1/4 pounds. Further data 
with the schematic diagram is shown in Fig. 2. 

Other types of power supply units utilize the surplus dynamotors which pro- 
vide the required power when operated from the necessary battery source. One 
such unit used very satisfactorily is the BD-87 12-volt dynamotor, 


Radio Receiver: 

The receiver AVR-20, originally used with the AVT-112 and associated e- 
quipment is not readily usable for civilian aircraft due to its frequency range 
(2300 to 6700 kc.), Even though this receiver can be modified, it is a major 
undertaking and not considered advisable. 

Another surplus aircraft type receiver that will satisfy the need is the BC- 
1206. It can be used very satisfactorily with only minor modifications, 

The BC-1206 receiver covers 200 to 400 kc, and was designed to operate 
from 28 volts DC, which in addition to the filament requirements was also the 
plate supply. 

Modification for 12-volt operation requires reconnecting the filament circuit 
as shown in Fig. 4 and substituting 6K6's for the original 25L6's, By utilizing 
approximately 90 volts from the dynamotor (through a dropping resistor) this 
receiver offers sufficient audio volume for speaker operation, Speaker opera- 
tion requires an additional matching transformer from the headphone output to 
voice coil, or the direct substitution of a plate to voice coil transformer for the 
existing one designed for headphone use only. 

It should be noted here that any commercial type of receiver may be used in 
conjunction with the AVT-112 providing it operates from the same battery- 
voltage source. 


Aircraft Battery: 

The basic power source for aircraft radio equipment is generally a 12-volt 
wet-cell storage battery with a rating approximating 50 ampere-hours. Some- 
times 24 volt batteries are used. The battery normally supplies the filament 
requirements for both the transmitter and receiver in addition to the associated 
relays. The greatest battery load is the plate voltage power unit. 


Aircraft Generator: 

In order to maintain the charge of the small aircraft type battery, the gener- 
ator is necessary equipment for a satisfactory radio installation. Aircraft not 
adaptable for engine-driven generators generally employ the wind-driven type. 
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(6) Aircraft Antenna: 
Any conventional type of aircraft antenna, such as the types described above, 
may be used with the AVT-112 and its associated receiver, 
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Tube Compliment & Functions: 
4000 ohms (switched internal) 


6K7 - RF Amplifier Power Output: 150 mw (approx.) 

6SA7 - 1st Det. & Osc. Volume Control: RF gain control 
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A 9-WATT UTILITY AMPLIFIER FROM THE 
AM-26/AIC INTERPHONE AMPLIFIER 


The inexpensive, compact, AM-26/AIC Interphone Amplifier which originally 
served as an inter-communication unit in the larger aircraft, can be converted into 
a satisfactory audio amplifier. This conversion, which can be made at a very rea- 
sonable cost, results in a 9-watt amplifier with sufficient gain to operate from the 
average crystal phono pick-up. The amplifier is capable of driving a 10 or 12 inch 
PM speaker. 

The AM-26 is physically 9-1/2" long x 5-1/4" wide x 5" high. In its existing 
form, this amplifier is of low gain with the typical 300-ohm input impedance and 
30/300 ohm output impedance. It is designed to operate from 28 volts, DC, at ap- 
proximately 1.25 amperes with the DM-32 dynamotor (component part) supplying the 
high voltage (250 volts DC). 

The tube complement consists of the following with their respective functions: 


(1) 12J5 Voltage Amplifier 
(1) 12J5 Phase Inverter 
(2) 12A6's Push-Pull Power Amplifiers (output) 


Before modification of the amplifier circuit, the following parts, which are not 
used in the converted circuit, should be removed: 


Input transformer 22 

Output transformer 23 

Connection Plug 28 

Dynamotor Plug 27 (dynamotor not used) 
Gain Switch 25 and associated circuit 
Hash Filter Chokes 26-1 and 26-2 

Hash Filter Condensers 19-1, 19-2, and 14 
Resistors 1, 2, and 3 

Switch 24 

Condenser 15 


Conversion Procedure: 


In order to use the existing tubes, the heaters are rewired in parallel. This re- 
quires a few changes in the existing circuit and the use of both transformer low- 
voltage windings (5.0 and 6.3 v.) connected in series as shown in Fig. 2, Polarity 
must be observedin order to obtain additive voltage of 11.5 volts. It should be noted 
that the rectifier, 6X5, operates fromthe 6.3-volt section ofthe series windings with 
the junction of the two windings grounded to the chassis. The heater circuit leads 
should be twisted where possible in order to minimize hum pick-up. 

After the previously mentioned components have been removed, the power supply 
is constructed as shown in Fig. 2. The rectifier, 6X5, socket is mounted in the 
former C-14 position while the power transformer and filter choke are mounted in 
the space formerly occupied by the dynamotor, DM-32. 

The second section of the filter utilizes the existing electrolytic filter conden- 
sers, 18-1 and 18-2. These are purposely used in the second section due to their 
lower voltage rating (10 mfd. at 350 volts each). 

In order to give the amplifier higher gain, a 12SQ7 is used in place ofthe voltage 
amplifier stage, 12J5 (20-1). This necessitates the new associated circuit as shown 
in Fig. 2. The volume control is located in the grid of the 12SQ7 and replaces the 
former input transformer. 

With slight modification, the phase inverter is changed to the self-balancing 
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type utilizing the existing resistors, (47K) 9-1 and 9-2, in the cathode and plate 
circuits respectively. It should be noted that these resistors and their associated 
coupling condensers, 16-1 and 16-2, are left intact with the only changes being those 
pertaining to resistor 9-1 which is connected into the cathode circuit of the 12J5 
(20-2). 

In the grid circuit of the 12A6's, R-11 is removed and the grid resistors 10-1 
and 10-2 are connected to ground. 

It is most desirable to use a universal type output transformer to match the 
speaker voice coil to the plates of the 12A6's. Other types of output transformers 
may be used as long as the load impedance reflected to the 12A6's is approximately 
12,000 ohms. 

The tone control, as shown in the plate circuit of the 12SQ7, is optional. It 
merely lends more flexibility to the amplifier for average listening use. Other 
types of tone-control circuits may be substituted as desired. If the frequency re- 
sponse is poor in the high frequency range, the values of condensers 17-1 and 17-2 
should be reduced as desired. These values may be approximately .005 or .01 mfd. 

It should be noted that the original feedback circuit, condenser 16-3 and R-6 and 
R-7, is not used in the new circuit. R-6 is used as the cathode-bias resistor in the 
phase inverter circuit. The other components may be left or removed as desired. 

The AC circuit is connected on the original terminal board which contained the 
former resistors 1, 2, and 3. This board provides neat and convenient tie points for 
the leads concerned. The AC power switch is incorporated on the volume control. 

It will be found that the completed amplifier is a neat and compact unit which 
has many applications. It may be used as a phono amplifier, inter-com amplifier, 
modulator for low-power transmitters, and so forth. This unitis capable of deliver- 
ing 9 watts at less than 5 percent distortion; distortion of course becomes negligible 
at the normal listening level of approximately one watt. 

An alternative circuit is shown in Fig. 3. It will be noted that this amplifier 
utilizes the floating paraphase circuit. Also, dual tone controls are used for added 
flexibility in controlling the frequency response. 
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THE MODEL LM FREQUENCY METER 


One very satisfactory item of test equipment that has appeared on the surplus 
market is the Navy Model LM Frequency Meter. The unit covers the frequency 
range Shown in Fig. 1 for different models. 

The LM Frequency Meter is very similar in design and operation to the Army 
BC-221.* Similarly, it has many successive models designated by a number suffix 
(LM-1, LM-2, etc.), The general characteristics of all models are identical. Later 
models have minor improvements and changes as indicated inthe comparison chart, 
Fig. 1. 


(a) Description 


The primary component ofthe LM Frequency Indicating Equipment is the heter- 
odyne frequency meter (C-74028, Navy component designation). Physical dimen- 
sions of this unit are approximately 8-1/2" x 8" x 8-1/2" with its weight being about 
11-1/2 pounds, Other components necessary for operation of the heterodyne fre- 
quency meter are the calibration book, low impedance headset (600 ohms), anda 
power supply capable of supplying the required voltages as listed in the comparison 
chart, Complete equipment also includes the frequency meter shock-mounting base, 
carrying case, shielded power cable with plugs, instruction books, and operating 
spare parts. 

Essentially, the electrical circuits of the LM heterodyne frequency meter con- 
sist of a crystal calibration oscillator (1000 kc.), a manually-tuned VFO, a high-~ 
gain detector, and an audio-frequency amplifier. By manually switching the circuit 
of the audio frequency amplifier, it functions as an audio oscillator which modulates 
the VFO, 

The 1000-ke. crystal oscillator is used as a reference standard for calibrating 
the VFO at a number of points over the tuning range. High stability of the crystal 
oscillator is maintained due to special design ofits components. The crystal unit is 
hermetically sealed in an evacuated metal envelope, resembling a small metal 
vacuum tube with an octal base. Due to this type of construction, the crystal unit is 
relatively unaffected by physical variations such as barometric pressure, humidity, 
vibration, shock or mounting position. The temperature coefficient of the crystal 
unit is less than 0.0001 per cent variation in frequency per degree Centigrade over 
an ambient temperature range of 80 degrees, Inherent design of the crystal oscil- 
lator circuit provides an output rich in harmonics thus providing a number of useful 
check points over the entire tuning range of the VFO. 

The VFO is an electron coupled, hetrodyne type of oscillator, capable of being 
calibrated by the "zero-beat" method at various predetermined points over the two 
manually-tuned ranges, Fundamental ranges ofthe VFO are 125 to 250kc., and 2000 
to 4000 kc. Employing the calibrated ist, 2nd, 4th and 8th harmonics, the first range 
gives continuous coverage from 125 to 2000 kes; likewise, by the use of the cali- 
brated 1st, 2nd, 4th, and part of the 5th harmonics, continuous coverage is obtained 
from 2000 to 20,000 kes. in the second range. 

Tuning of the VFO is accomplished by a low-temperature-coefficient, variable 
condenser with a 100;:1 gear reduction from the external control. This ratio re- 
quires 50 revolutions of the vernier dial for 180-degree rotation of the variable 
condenser. Backlash in the gear mechanism is held to less than 0,3 of 1 division on 
the dial units scale, 

The low temperature coefficient of the VFO tuned circuit is maintained by tem- 
perature compensated components used in conjunction withthe tuning condenser, The 
temperature coefficient of the VFO is less than 0.003 per cent of the frequency per 
degree Centrigrade over an ambient range of 97 degrees for the entire range. 

Arrangement of the detector circuit allows the mixing (comparison) of three RF 
sources. These are the Crystal Calibration Oscillator (electron coupled), the VFO 
output (control grid injection), andthe incoming RF signal from the antenna terminal 


* "Surplus Radio Conversion 
Manual," Volume I 
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Model 


IM 


LM-1 


LM-2 


LM-3 


LM-4 


LM-4a 


LM-6 


LM-7 


LM-8 


LM-9 


LM-10 


LM-11 


LM-12 


LM-13 


LM-14 


LM-I5 


LM-16 


LM-17 


COMPARISON BETWEEN MODELS OF THE MODEL LM SERIES 


Freq. Measuring | Het. Ose. Freq. 


Usit Type 


None 


None 


None 


None 


None 


None 


None 


CRR-74023 


CRR-74024 


CRR-74024 


CRR-74024 


CRR-74028 


CRR-74028 


CRR-74028 


CRR-74028 


CKB-74028 


CKB-74028 


CKEB-74028 


CKB-74028 


Range—Kces. 


195-400 
2000-4000 


195-400 
2000-4000 


195-400 
2000-4000 


195-400 
2000-4000 


195-400 
2000-4000 


195-400 
2000-4000 


195-400 
2000-4000 


195-400 
2000-4000 


195-400 
2000-4000 
195-400 
2000-4000 
195-400 
2000-4000 
125-250 
2000-4000 


125-250 
2000-4000 


125-250 
2000-4900 


125-250 
2000-4000 


125-250 
2000-4000 


125-250 
2000-4000 


125-250 
2000-4000 


125-250 
2000-4000 


Operating 
Voltage 


12/14 
200/260 


External 
battery supply 


12/14 
200/260—260/475 


External 
battery supply 


12/14 
200/260—260/475 


24/28 
200/260—260/475 


12/14 
200/260—260/475 


Rectifier Power 
Unit Type CRR-20104 


12/14—24/28 
200/260-—260/475 


Rectifier Power Unit 
Type CRR-20104 


12/14—24/28 
200/260-——260/475 


12/14-—24/28 
200/260—260/475 


Rectifier Power Unit 
Type CRR-20104 or 
Rectifier Power Unit 
Type CRR-20104A 


12/14—24/28 
200/260—260/475 


Self contained 
batteries 


12/14-—24728 
200/260-——260/475 


Rectifier Power Unit 
Type CKB-20104A 


12/14-—24/28 
200/260—260/475 


Self contained 
Batteries 
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Mechanical 
Design 


Same as LM 

General minor im- 
provements throughout 
Same as LM-2 

Same as LM-2 

Same as LM-4 

Same as LM-4 


Same as LM-4 


Redesigned shockmount 
base and capacitor and 
drive assembly 
Same as LM-7 


Same as LM-7 


Minor mechanical 
revisions 


Same as LM-10 


Same as LM-10 


Same as LM-10 


Same as LM-10 


Same as LM-10 


Same as LM-10 


Same as LM-10 
less shock mount 
base 


Remarks 


Voleage regulator 
circuit added 


Symbol designations 
reassigned 


Included in Type 
CRR-10086 Waterproof 
Carrying Case 


LF Het. Osc. fund. 
freq. range changed 


Included in Type 
CRR-10086 Water- 
proof Carrying Cate 


Mounted in Type 
CRR-10111 Carrying 
Case with batteries 


Included in Type 
CKB-10086 Waterproof 
Carrying Case 


Mounted in Type 


CKB-10111 Carrying 
Case with batteries 


ee 


(also control grid injection). By means of switching, either the crystal oscillator 
signal or the incoming signal is manually selected for heterodyning with the VFO. 

The detector output, after being amplified by the AF stage, is brought out 
through a jack on the front panel for a 600-ohm load. The audio output is intended 
for low-impedance headphones; however, other indicating devices can be used. 

Frequency response of the audio section is intentionally peaked at 250 cps. At 
100 cps and 500 cps the response drops approximately 1.5 db below the 250 cps ref- 
erence, 

When the heterodyne oscillator is being used to radiate an RF signal, the signal 
can be amplitude modulated with a 500 cps tone by manually switching the AF ampli- 
fier circuit tothe "Modulation On" position. Under this condition the audio amplifier 
becomes an audio oscillator capable of modulating the VFO about 40 per cent. 

Power requirements for the LM Frequency Meter involve filament supply and 
plate supply voltages. By setting the links in the filament circuit, the filaments may 
be operated from either 12 or 24 volts. Similarly, links are used for the selection 
of the plate voltage range. The settings are: low range, 200 to 260 volts; and high 
range, 260 to 475 volts. Plate and screen voltage for the VFO stage are regulated 
by means of neon glow lamps. 

It should be noted that the plate circuit can be manually switched ON and OFF 
independently from the filament circuit. This permits warming up of the unit or 
keeping it in readiness without radiation from the VFO or unwanted output in the 
headphones, 


AF AmpuiFieée 


DETECTOR 


fis2 


(b) Operation: 


Before attempting accurate frequency measurements with the LM Frequency 
Meter, the heaters should be allowed a minimum 10-minute warm-up period. In 
order to utilize the VFO dial readings (not calibrated in frequency), the calibration 
book which specifically accompanies the instrument must be used. From this book 
the calibration point for the VFO may be determined in the range in which the fre- 
quency measurement is desired. The crystal check points for the respective ranges 
are indicated at the bottom of each page, printed in red. 

After allowing a sufficient warm-up period, and switching on the plate voltage, 
the VFO is carefully calibrated to the designated check point by adjusting the 'Cor- 
rector" dialfor "zero-beat" as head inthe headphones. The Modulation switch must be 
in the "OFF" position for this adjustment. 
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Having calibrated the VFO, as described above, the frequency meter is ready 
for frequency indication. It should be noted that prolonged intervals between the 
VFO calibration and frequency measurement should be avoided to eliminate the pos- 
sibility of frequency drift in the VFO. 

In measuring the frequency of a local RF source (transmitter), it is necessary 
that a short antenna lead be connected to the frequency meter's antenna post. This 
antenna lead should be only loosely coupled to the transmitter output. Over coupling 
should be avoided so as not to damage the frequency meter circuits. 

Adjustment of the "RF Coupling" control is made for the desired listening level 
in the headphones. By manually tuning the VFO, "zero-beat" is obtained with the 
incoming signal as heard in the audio output. The frequency is then determined 
from the VFO dial reading by referring to the calibration book. 

It should be noted that in the reverse procedure from that described above, the 
transmitter may be tuned to "zero-beat" with the frequency meter, thus adjusting the 
transmitter to the desired frequency. 

In adjusting a receiver to a desired frequency, or checking its dial calibration, 
the VFO of the frequency meter is used to radiate a signal from a short antenna 
lead. Loose coupling to the receiver concerned is generally adequate. After setting 
the calibrated VFO to the desired frequency, the receiver is tuned for zero-beat as 
heard at its output. A modulated signal from the frequency meter is required for 
receivers not equipped with a beat-frequency oscillator. Receiver alignment can be 
accomplished by using the frequency meter's modulated VFO as a signal generator 
in the conventional manner. 

From the above, it is also apparent that frequency measurement of a distant RF 
source may be made by "zero-beating" it ina receiver with the radiated VFO signal. 


(c) Accuracy of Measurements: 


In the calibration book, the low frequency fundamental range is logged at each 
0.1-kc. point between 125 and 250 kc. Similarly, the high frequency fundamental 
range is calibrated at each 1-kc. interval. By use of the interpolation table in the 
calibration book, frequencies that fall between the logged frequencies may be deter- 
mined. 

Accuracy of frequency measurement in reference to the crystal frequency is 
better than 0.02 per cent for any frequency within the 125-2000 kc. range, and better 
than 0.01 per cent for any frequency in the 2000-20,000 kc. range. 

A desirable feature included in the exceptionally good design of this unit is the 
non-locking-in characteristic between the heterodyne oscillator and the RF source 
to which it may be coupled. Even though the headphones become rapidly inefficient 
in reproducing beat tones below 100 cps, characteristic audible "rushes", which co- 
incide with the beat frequency, are recognizable well below the low frequency limit 
of audibility. 

In some models of the LM Frequency Meter, the crystal oscillator is provided 
with a trimmer capacitor across the crystal. By this adjustment, the crystal fre- 
quency may be calibrated against WWV. 


(d) Addition of An AC Power Supply: 


The nominal power requirements for the Model LM series Frequency Meter are, 
12 volts at 0.6 amperes (filament supply) and 250 volts at 20 ma. (plate supply), An 
AC power supply tosatisfy these requirements is shown in Fig. 4. It should be noted 
that for portable use the frequency meter may be powered with batteries without any 
alteration of the power circuits. Socket connections can be determined from the 
schematic diagram, Fig. 3. 

Details for adapting the LM Frequency Meter forthe added AC power supply are 
given in Fig. 4. Ifa mating plug for J-102 is not available, the plug can be removed 
with the necessary leads to the power unit being brought out through the hole for- 
merly occupied by J-102. 
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SURPLUS BEAM ROTATING MECHANISMS 


The surplus market has brought several economical means for rotating beam 
antennas within the reach of the average amateur. This section covers the conver- 
sion necessary to adapt several surplus mechanisms for this purpose. 


Signal Corps Antenna Reel: 


One of the less expensive devices to appear is the Signal Corps Antenna Reel 
RL-42B. It consists of a 24-volt reversible motor (8500 RPM) attached to a re- 
duction gear box which drops the speed to 120 RPM with considerable torque. It 
will rotate, directly, small beams, or can be used to turn a gun mount unit (de- 
scribed later) at a still further reduction in speed with resultant increase in torque 
to turn the heaviest beams. The Antenna Reel has an extra take-off gear which can 
be used to drive aSelsyn generator for direction indication as this shaft turns at 
the same speed as the main shaft. 

The motor was intended to operate on 24 volts DC, butit will runon 24 volts AC, 
One factor exists, however, to make alteration necessary. Inside the motor casing 
is a clutch mechanism actuated by a 24-volt DC solenoid. This clutch chatters when 
operated on AC. Therefore it must be permanently locked or removed and a suit- 
able coupling used to replace it. Two micro switches and abathtub condenser should 
also be removed from the gear box. The following steps will describe these opera- 
tions: 

First, remove the reel, ifit is snapped on to the gear box shaft, and take out the 
8 flat-head screws holding the top cover plate. This allows the top plate to be re- 
moved, although it may have to be pried off. The main shaft and associated gear 
will come off with this cover plate. The inspection side plate should be removed 
also which will now give access to the gear box interior. The two micro switches 
may be easily removed by taking out the two large screws on the side opposite the 
motor, allowing a screwdriver to be inserted for removing the long retaining screws. 
Clip off the wires to the switches, as the only wires needed are the three from the 
motor itself. The bathtub condenser should be clipped out and removed. All wires 
to the plug should be clipped off close, as the entire length of the motor leads will 
be needed, 

Remove the four screws holding the motor to the gear box, and then pull off the 
motor. Now remove the fibre ring from the motor and take out the four long screws 
of the motor end plate. This will allow the clutch mechanism to be exposed. The 
problem from here on is to eliminate the clutch action. This may be accomplished 
by two methods: the first is to remove both clutch plates and substitute a metal or 
flexible coupling; the second, merely connect the two plates together permanently. 

If the substitution of a coupling is desired, proceed as follows: Push in on the 
small gear, insert a hacksaw blade, and cut off that clutch plate. The other plate 
can be pried off its shaft after removing the retaining allen screw. (Be very care- 
ful not to bend the shafts during this process.) 

The solenoid can now be removed by clipping the leads and sliding it off the 
shaft with its associated fibre washers and parts, Should a coupling be used to con- 
nect the two shafts, it will be necessary to drill out or shim the coupling to take the 
shaft ends. Added length of the shaft on the gear end may be obtained by removing 
the spring-type washers under the gear. 

The alternate method, joining the clutch plates permanently, can be accom- 
plished by drilling two or more holes through the plates and tapping the set of holes 
in the plate on the motor side. It will be necessary to drill completely through the 
heavy end plate and through the one clutch plate unless the small gear can be re- 
moved and the plate pulled off to work on it. Short 6-32 screws can now be screwed 
through the plate on the motor side, allowing about 1/16 inch to extend out and fit 
into the holes of the plate on the gear side, acting as pins. 
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Before assembling the unit, it willbe necessary to replace the present electrical 
connection plug with another which can be fitted with a mating section. 

The unit may now be assembled and connected for operation. One of the motor 
leads (usually black) is common and either one oi the other leads will give rotation 
when connected to 24 volts AC, One lead gives CW rotation, the other CCW rotation. 
A transformer will be required to step down the 115 volts AC to approximately 24 
volts required. 

If a light beam is used, it may be fitted on to the main shaft of the gear box by 
various means, depending of course upon the beam support used, If a heavier beam 
is used, it will be necessary to obtain a surplus gun-mount mechanism to increase 
the torque and correspondingly lower the speed of rotation. This unitis described 
in the following section. 

See photos at end of this article for the appearance of the unit. Fig. 1 is a typi- 
cal installation. 


K7 Gun Mount: 


Another outstanding surplus item which can be used as a beam rotating device 
is the K7 Gun Mount which was originally used by the Armed Services for rotating 
machine guns, This gun consists ofa fairly large gear box aboutthe size of a gallon 
paint can, on top of which is a flat rotating mounting plate. Originally, the unit was 
used to rotate a gun in both the horizontal and vertical planes with two flexible 
shafts used for controls, Only the horizontal rotation flexible shaft is practicable 
for beam rotation. It can be made as long as desirable for remote control. 

The unit has an approximate gear ratio of 40:1, that is, the mounting plate will 
complete one revolution for 40 revolutions of the flexible shaft, 

The flexible shaft can be turned by hand or by some motor drive mechanism 
such as the Antenna Reel RL-42B, described in the preceeding paragraphs. The 
antenna reel has sufficient power to turn the gun mount when coupled through a 
flexible shaft even when a very heavy beam is used, In the installation described, 
the gun mount rests on an outside platform with a 4" x 4" pole 20-feet high bolted to 
the gun mount plate. A 20-foot flexible shaft extends into the shack and is driven by 
the Signal Corps antenna reel, which is wall mounted. 

Lubrication is very important in the use of the K7 gun mount. Before placing it 
in operation, the mounting plate and gear box cover should be removed and the top 
gear compartment filled with transmission grease (about SAE-90). This will pre- 
vent freezing of the gears and rust formation. All other rotating parts should be 
well lubricated if the unit is not protected from the weather. 


Selsyn Generators Type 2J1F3: 


There are many types of Selsyn units available on the surplus market, all op- 
erating on the same principle. But most of them are quite expensive. The type 
2J1F3 is one of the smaller Selsyns and it is economical for use as a remote indica- 
tor. These units are about 4-1/2 inches long and approximately 2-1.4 inches in 
diameter, They will operate from 24 volts AC and thus work very well in conjunc- 
tion with the Antenna Reel described previously. A pair of the units is necessary, 
of course, for the indication system. One is geared to the beam itself and the other 
is at the operating position with a compass card attached for indicating 0 to 360 de- 
grees. The only problem involved in the use of the Selsyns is that of obtaining the 
correct gear ratio at the indicator end, so that the beam and indicator are rotating 
at the same speed. This is a mechanical problem and will vary with the type of 
beam rotators used; however, some ofthe surplus dial mechanisms as used in tuning 
units and so forth have gear ratios which will work out nicely with the K7 gun mount 
and Signal Corps antenna reel. The diagram in Fig. 2 is typical of all Selsyn motor 
circuits, 
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Rotator Motor Type G303AY2: 


Another popular and extremely practical beam rotating device is the Rotator 
type G303AY2. This motor was originally designed and used on 400 cycles. How- 
ever, by the simple addition of a phasing condenser, (12-20 mid., oil or paper), 
the motor will operate directly on 110 volts AC, 60 cycles and provide an economi- 
cal and husky beam rotator. 

Since the motor is of the induction type, no noise is created by brushes or moy- 
ing mechanical parts. It is of the reversible type, requiring only 3 wires for opera- 
tion. Its weight is 3 Ibs. and it is approximately 5"x 5"x 4" in size, It revolves at 
a speed of 3/4 RPM. 

The motor will drive satisfactorily most 10 and 20 meter beams, providing they 
are oflight construction. For the heavier beams a bearing surface is recommended. 
Two-meter, six-meter, television, and FM beams can easily be driven directly from 
the motor shaft. 

To place the motor in operation, remove the elastic stop nut and lever arm, re- 
move the three screws and top cover plate, being careful to save the gasket and slip 
off the plate containing the two wiper arms (this plate merely served as a stop 
mechanism and will not be required). In order to remove the wiper arm plate, the 
motor will probably have to be connected to 110 volts as per Fig. 3 and allowed to 
rotate until the wiper arms are in the center position where they can be slipped off. 
The gear of the wiper arm assembly can be used on the end of a length of thine 
walled tubing as a beam support if desired. This is accomplished by using a hack- 
Saw as per Fig. 4 and cutting out the gear, being careful not to damage the gear 
teeth, The gear can now be pressed into a piece of tubing or other support, 

Do not remove the four screws held by safety wires on the end of the motor op- 
posite the rotating gears, as the motor and gears are sealed in oil, A drain plug is 
provided on the side of the motor case for draining and filling as required, 

Connect the motor through a condenser and switch as per Fig. 3 and the unit is 
ready for operation. It can easily be mounted by means of the four tapped holes on 
the side, 

The photos at the end of this article will give a general idea of the appearance, 
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SURPLUS BEAM ROTATING MECHANISMS 
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